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Dean Still On Stand 


SNOW ON THE PtMPKIN —Th e end o f Pu mpkin Sh o w was 
h it with a 4-inch sno wfall late Satu rday , wh ich did little to 
dampen th e spirits o f th o se wh o stay ed to clo se o u t th e annu al 
event. Su nday mo rning, th e city and co u nty wo ke u p to see a 
wh ite wo rld. Angie Amey , dau gh ter o f Mr. and Mrs. David 
Amey , sits ato p a pu mpkin and enjo y s th e beau ty o f th e 
scenerv. 


Kent Tri al 
Jury Sel ecti on 
Gets Under Way 


CIJEVELAND, Oh io < A P )- Ju ry 
selectio n fo r th e trial o f eigh t fo rmer 
Oh io Natio nal Gu ard m em bers ac­ 
cu sed o f civil righ ts vio latio ns in th e 
cam pu s gu nfire th at killed fo u r and 
wo u nded nine stu dents fo u r y ears ago 
begins to day in U.S. District Co u rt. 
C o u rt 
o fficials 
su m m o ned 
125 
pro spective ju ro rs to appear th is 
mo rning and said mo re wo u ld be 
called if th e venire is ex h au sted befo re 
a ju ry is seated. 
Ch ief 
Ju dge 
Frank 
J. 
Battisti, 
presiding o ver th e Kent State trial, 
clam ped th e lid o n pretrial specu latio n 
by o rdering atto rney s and principals 
no t to discu ss th e case with repo rters. 
Th e trial co u ld last several weeks. 
Bo th go vernment and defense h ave 
lists o f 150 po tential witnesses fo r each 
side. Atto rney s indicated th ey did no t 
ex pect to call ail o f th em. One atto rney 
estim ated th e to tal nu mber o f wit­ 
nesses called to th e stand 
wo uld 
nu m ber abo u t 100. 
A fter nearly th ree m o nth s in­ 
vestigating th e Kent State tragedy , a 
federal grand ju ry indicted th e eigh t 
fo rm er gu ardsmen last March 29 . 
Th e 
indictm ent 
ch arged 
th ey 
vio lated th e civil righ ts o f th e 13 
stu dents killed o r wo u nded in a 13- 
seco nd gu nfire bu rst May 4, 19 70, 
du ring a co nfro ntatio n with demo n­ 
strato rs pro testing U.S. m ilitary in­ 
vo lvement in Cambo dia. 
Th e indictment named l^awrence A. 
Sh afer, 28, and Jam es D. McGee, 27, 
bo th o f Ravenna, Oh io ; William E. 
Perkins, 28, Canto n, Oh io ; Jam es E. 


Pierce, 29 , Amelia Island, Fla.; Ralph 
W. Zo ller, 27, M antu a, Oh io ; Barry W. 
Mo rris, 29 , Kent, Oh io ; Math ew J. 
McManu s, 28, West Salem, Oh io , and 
I>eo n H. Smith , 27 , Beach City , Oh io . 
1416 86 
men 
were 
ch arged 
with 
willfully assau lting and intimidating 
dem o nstrato rs by firing weapo ns in 
th eir directio n and vio lating th eir co n­ 
stitu tio nal righ ts. 
Co nvictio ns co u ld bring a $1,000 fine 
and priso n term s u p to life. 
Th e Oh io Natio nal Gu ard went into 
Kent State May 2, 19 70, o n o rder o f 
fo rmer Go v. Jam es A. Rh o des. Th e 
stu dent antiwar demo nstratio n h ad re­ 
su lted in th e bu rning o f th e Army 
Reserve Training Co rps bu ilding o n 
th e state sch o o l’s campu s. 
Rh o des testified to th e grand ju ry , 
wh ich co ndu cted th e fo u rth o fficial 
inqu iry into th e sh o o tings. 
A Presidential co mmissio n, a state 
grand ju ry called by Rh o des and th e 
Federal Bu reau o f Investigatio n also 
investigated. 
Th e co mmissio n dispu ted claim s 
gu ardsmen fired in self-defense and 
called th e sh o o tings “ u nnecessary , 
u nwarranted and inex cu sable.” 
Th e state grand ju ry cleared th e 
gu ardsmen, say ing it fo und th ey fired 
becau se th ey h ad reaso n to believe 
th eir lives were in danger fro m ro ck- 
th ro wing dem o nstrato rs. 
Th e state ju ry indicted 25 perso ns, 
inclu ding Kent State stu dents and 
fo rmer stu dents, bu t th e state dro pped 
mo st o f th e cases m o re th an a y ear lat­ 
er. 
President Defends 
Rocky Nomination 


WASHINGTON (AP) — President 
Fo rd is standing by h is no minatio n o f 
Nelso n A. Ro ckefeller, declaring, “ I’m 
still co nvinced h e wo uld make a go o d 
vice president.” 
Fo rd, fielding qu estio ns fro m five 
newsmen abo ard Air Fo rce One late 
Satu rday , was asked wh eth er any 
co nservative Repu blicans h ad u rged 
h im to with draw th e increasingly co n­ 
tro versial no minatio n. 
“ I wo u ldn’t say any bo dy serio u sly ,” 
th e President respo nded, imply ing 
th at su ch advice h ad been received. 
Standing in sh irtsleeves in th e aisle 
o f th e plane as it bro u gh t h im h o me 
fro m a campaign trip to Ix misville, 
Ky ., Fo rd h eld wh at amo u nted to an 
info rmal news co nference. 
Fo rd said h e ex pected Ro ckefeller’s 
no minatio n to be co nfirmed befo re th e 
President’s planned trip to Japan nex t 
mo nth . Th is wo uld seem to be o u t o f 
th e qu estio n since Fo rd tentatively 
plans to leave th e co u ntry No v. 17 and 
Co ngress do es no t retu rn fro m its elec­ 
tio n recess u ntil th e fo llo wing day . 
M eanw h ile, 
R o ckefeller 
was 
described by a 
pro minent Senate 
Demo crat as “a man wh o h as great 
ex perience, tremendo u s, ability .” 
Th e co mment came fro m Senate 
Demo cratic leade r Ro bert C. By rd o f 
West Virginia, wh o said in an in­ 
terview Su nday o n th e CBS pro gram 


WASHINGTON (AP) - With fo u r 
tapes do wn and th ree to go , Jo h n W. 
Dean III is retu rning to th e witness 
stand to relate wh at h appened in th e 
Wh ite 
Ho u se after 
h e to ld th en- 
President Rich ard M. Nix o n abo u t th e 
W atergate cancer gro wing o n th e 
presidency . 
Th e pro secu tio n in th e W atergate 
co ver-u p trial was ex pected to finish 
with Dean to day after play ing th e 
remaining th ree Wh ite Ho use tapes, in 
wh ich h is vo ice was reco rded alo ng 
with Nix o n’s. 
law y ers fo r all five defendants, 
Jo h n N. Mitch ell, H.R. Haldeman, 
Jo h n I). Eh rlich m an, Kenneth W. 
Parkinso n and Ro bert C. Mardian, 
th en will h ave a ch ance individu ally to 
qu estio n Dean, th e first go vernment 


witness wh o h as been o n th e stand 
since last Wednesday . 
M eanw h ile, 
special 
W atergate 
pro secu to r I-eo n Jawo rski said in a 
televisio n interview Su nday th at th e 
entire sto ry o f Watergate will co me o u t 
du ring th e trial. 
“Th ro u gh th e evidence at th e (co ver- 
up > trial, y o u ’re go ing to h ave th e sto ry 
o f W atergate,” Jawo rski said o n th e 
NBC pro gram “ Meet th e Press." 
Th e last tape play ed fo r th e ju ry in 
th e co nspiracy case was o f th e co n­ 
versatio n Dean h ad with Nix o n th e 
mo rning o f March 21, 19 74. In th at 
talk, Dean to ld Nix o n th at demands by 
th e W atergate defendants migh t co st 
$1 millio n. 
I-iter th at day , in th e nex t tape to be 
play ed, 
Nix o n 
co nferred 
with 


Haldeman, Eh rlich man and Dean. 
Th eir discu ssio n inclu ded talk o f a par­ 
do n fo r W atergate figu re Ë. Ho ward 
Hunt Jr., wh o h ad pressed th e mo st 
persistent mo ney demands. 
Th e nex t tape was reco rded th e 
fo llo wing day wh en Nix o n, Haldeman, 
E h rlich m an, Dean and 
M itch ell 
discu ssed strategy fo r th e co ming 
Senate W atergate co mmittee h earings 
and th e co mplicity o f administratio n 
and re-electio n co mmittee o fficials in 
th e break-in and co ver-u p. 
Th ere h ad been several previo u s 
versio ns o f th e March 22 co nversatio n. 
Th e 
W h ite 
Ho u se 
transc ripts 
released last April h ad Nix o n say ing 
flex ibility was necessary “ in o rder to 
get o ff th e co veru p line.” 
Th e Ho u se Ju diciary Co mmittee, 


du ring its im peach m ent inqu iry , 
issu ed its o wn transcript, co ntaining 16 
pages o f dialo gu e no t inclu ded by th e 
Wh ite Ho u se. 
In th e Ho use do cu ment, Nix o n is 
qu o ted as say ing “ I do n’t give a sh it 
wh at h appens. I want y o u all to 
sto newall it, let th em plead th e 5th 
Amendment, co ver-u p o r any th ing 
else, if it’ll save it — save th e plan.” 
Th e reference to th e plan co ncerned 
th e stance th e Wh ite Ho use wo uld take 
to th e Senate h earings. 
In h is interview, Jawo rski, wh o 
leaves o ffice Friday , also said th at h e 
th o u gh t Nix o n was gu ilty o f “o b­ 
stru ctio n o f ju stice,” and, wh en asked 
wh eth er h e agreed with President 
Fo rd’s reaso ns fo r granting Nix o n a 
pardo n, h e snapped “no .” 


“ Face th e Natio n” th at h e still planned 
to vo te fo r Ro ckefeller’s co nfirmatio n 
despite 
th e 
recent 
financial 
disclo su res. 
By rd said, h o wever, th at h e was glad 
th at th e Senate wo u ld no t be vo ting 
im m ediately 
o n 
th e 
no m inatio n 
becau se “th ere are many qu estio ns 
th at remain to be answered.” He said 
th e Ro ckefeller gifts and lo ans raise a 
mo re serio u s qu estio n th an th e back 
tax es. 
In New Yo rk Su nday , Ro ckefeller 
said th ro u gh spo kesman Hugh Mo rro w 
th at h e gave Henry A. Kissinger 
$50,000 to enable Kissinger to jo in th e 
Nix o n adm inistratio n as h ead o f th e 
Natio nal Secu rity Co uncil. 
And, Ro ckefeller was qu o ted in an 
interview in Time magazine as say ing 
th at Kissinger was co ncerned abo u t 
earning less in Wash ingto n th an h e h ad 
been, 
becau se 
“h e h ad 
ju st 
go t 
divo rced and h ad respo nsibilities to h is 
ch ildren and to h is fo rmer wife. 
“ I u rged h im to take th e jo b. He 
didn’t want it. Okay , so I h elped h im 
o ut. 
“ He pu t th e mo ney in tru st fo r h is 
ch ildren. Wh at’s mo re h u man th an 
th at,” Ro ckefeller said. 
In 
th e 
interview , 
R o ckefeller 
described th e gifts h e gave to fo rm er 
asso ciates and friends as “ a great 
American traditio n.” 


Ford Takes Truman-Li ke Stance 


WASHINGTON ( A P )-P re s ide nt 
Fo rd h as been to ld by clo se asso ciates 
th at h e so u nds like a Harry S. Tru m an 
o n th e campaign trail. And if Fo rd 
h asn’t given Demo crats mu ch h ell y et, 
h e’s try ing. 
Facing h eavy o dds in attempting to 
resist an ero sio n o f R epu blican 
strength in Co ngress, Fo rd is u sing 
m o re strident, m o re T ru m an-like 
rh eto ric as th e campaign pro gresses. 


Apparently by design, Fo rd became 
increasingly partisan last week as h e 
jetted into seven states o n beh alf o f 
Repu blican candidates. Th e ch ange in 
appro ach 
pro du ced 
a 
presidential 
decisio n 
S atu rday 
to 
abando n 
prepared tex ts and, as h e put it, “talk 
h eart-to -h eart, 
straigh t-to -straigh t.” 
Fo rd seemingly 
wanted to say , 
“straigh t fro m th e sh o u lder,” bu t 
co u ldn’t remem ber th e clich e so o n 
eno u gh — o ne o f th e perils o f im ­ 
pro mptu speech making. 
But with o u t a tex t. Fo rd tends to 
to u gh en up h is langu age as h e m akes 
h is big pitch : Elect Repu blicans o r a 
Demo cratic veto -pro o f Co ngress o f 
big-spending 
bu dget-bu sters 
will 
pro du ce a legislative dictato rsh ip. 
Here’s a ty pical sample fro m a 
Satu rday -nigh t speech in I/>uisvUle, 
Ky . 
“ I^et me pu t it ju st as blu ntly as I 
can. If y o u get a veto -pro o f Co ngress, 
bo y , tigh ten y o u r seatbelts. Yo u are 
go ing righ t th ro u gh th e ro o f o f th e 
United States Capito l as far as th e fed­ 
eral treasu ry is co ncerned ... Th e key s 
to th e treasu ry will be th ro wn away 
and th e mo ney will po u r o u t u n­ 
believably .” 
Th e resu lts o f Fo rd’s campaigning to 
date h ave been mix ed, alth o u gh h e to ld 
repo rters Satu rday , “ I’ve really been 
enco u raged ... I lo ved th o se cro wds." 
Th e 
President’s au diences, even 
wh en sizeable, o ften h ave seemed 
mo re cu rio u s th an enth u siastic. And 


ROUND TOWN 


DARREL Sh eline, o wner 
o f 
D arrel’s IGA in Parkersbu rg, W. 
Va., 
is 
th e 
bu y er 
o f 
R alph 
D reisbach ’s wo rld’s largest squ ash . 


THE Herald will start a “to ss o ff” 
ro u te in So uth Blo o mfield fo r per­ 
so ns wish ing to su bscribe to th e 
new spaper. .. 
In bad weath er, th e papers will be 
wrapped in plastic bags . . . Perso ns 
wish ing to su bscribe, sh o u ld co ntact 
th e Herald, 474-3131, wh ere th ey 
may pay in 
advance fo r su b­ 
scriptio n . . . Th e carrier will no t 
co llect. 


PUMPKIN Sh o w 19 74 is h isto ry 
and already th e bo ard o f directo rs is 
planning fo r 19 75 and 19 76 , th e 
Bicentennial Years . . . Th is was 
o ne o f th e mo st su ccessfu l ever 
acco rding to Ned Harden, vice 
president . . . 
He no ted th at m o re peo ple are 
attending lo cal fairs and festivals 
th ro u gh o u t th e state th an ever 
befo re . . . Th e 
Pu mpkin Sh o w 
received ex tra natio nwide pu blicity 
th is y ear becau se o f th e Wo rld 
Series o f th e Pu mpkin with Half 
Mo o n Bay , Calif., th e “ Pu mpkin 
Capital o f Califo rnia” inclu ding 
mentio n o n th e Pau l Harvey news 
bro adcast . . . 
A lo t o f ph o to graph s were taken o f 
Pu mpkin Sh o w th is y ear .. . Th e 
Ko dak Clo wns ran a small su rvey 
Satu rday , qu estio ned 30 cam era 
carriers and fo u nd o u t th e 30 to o k 
any wh ere fro m two to 720 pictu res 
fo r an average o f 6 8 each . . . Th ey 
“gu essed” th at abo u t 20 per cent o f 
th e peo ple wh o attend Pu mpkin 
Sh o w carry cam eras . . . 
If Harden’s gu esstim ate o f o ver 
500,000 peo ple (“ I h ate to u se th at 
figu re becau se no bo dy believes it,” 
h e say s), is any wh ere near co rrect, 
th at’s an awfu l lo t o f pictu res. . . 
Th e ph o to co ntest deadline to r th is 
y ear’s festival is Dec. 1 .. . Entries 
sh o u ld be mailed to Circleville 
Pu mpkin Sh o w Inc., Bo x 228, Cir­ 
cleville 43113. 


so metimes th ey ’ve been small. Fo r ex ­ 
ample: 
No m o re th an 4,000 tu rned o u t 
Satu rday in a Ix niisville h all th at seats 
18,000, despite a teleph o ne blitz and 
lo cal radio advertising. 
- Airpo rt rallies at Linco ln, Neb., 
and Greensbo ro , N.C., drew barely 
2,000 each and a fu nd-raising bo x 
lu nch eo n at Greenville, S.C., attracted 
but 300, wh o sat su rro u nded by tiers o f 
empty seats. 


To 
balance 
o ff 
su ch 
dis­ 
appo intments, Fo rd can po int to mu ch 
bigger, no isier receptio ns in Sio ux 
Falls, S.D., Indianapo lis and Ander­ 
so n, S.C. 
Vo ter apath y in W atergate’s wake 
may be th e reaso n wh y Fo rd h as y et to 
attract cro wds as large and en­ 
th u siastic as th o se th at cu sto marily 
welco med o th er presidents in recent 
decades. 
Fo rd never pro fesses to believe h is 


effo rts co u ld do mo re th an h elp cu t 
Repu blican lo sses in th e No vember 
ballo ting. But h e h as to ld repo rters h is 
perso nal invo lvement in th e campaign 
is impo rtant, even if it presents risks 
fo r h is presidential prestige. 
“ If I do n’t do any th ing and we lo se,” 
h e asserted, 
“ Repu blicans 
in th e 
Ho use wo uld say , ‘h e didn’t even try .’ 
“ At least I tried, and if th e resu lts 
are better th an th e po lls say ...” 
He did no t finish th e sentence. 
Glenn Blasts 'Lies' By Perk 


By THE ASSOCIATED PRESS 
Demo cratic U.S. Senate candidate 
Jo h n 
G lenn 
h as 
accu sed 
h is 
R epu blican 
o ppo nent, 
Cleveland 
May o r Ralph Perk, o f telling th e 
“mo st scu rrilo u s, malicio u s kind o f 
lies” in a desperate attem pt to bo lster 
h is campaign. 
Glenn, 
in an interview Su nday , 
ch allenged Perk to pro ve h is ch arges 
o r “apo lo gize to th e peo ple o f Oh io fo r 
misleading th em. 
“Th at’s a ch allenge h e can’t take u p 
becau se h e kno ws h e can’t pro ve any o f 
th e th ings h e’s pu tting o u t,” Glenn 
said. 
Th e fo rm er astro nau t referred to a 
statem ent pu t o ut by Perk Satu rday 
after w arrants were issu ed fo r a 
fo rmer Glenn campaign aide o n bad 
ch eck ch arges. 
Perk 
called th e 
ch eck 
case 
a 
“scandal” and ch arged Glenn with a 
“ W atergate-ty pe 
co veru p.” 
He 
M A F F IT r 
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claimed so me o f th e bo gu s ch ecks 
were “redeemed with Glenn campaign 
mo ney in o rder to co ver up th ese 
alleged crim inal activities.” 
Glenn said Su nday th e man named in 
th e w arrants, I/mis Qu intero , go t no 
mo ney fro m th e Glenn campaign and 
co ntribu ted no mo ney to it. He said h is 
staff advised peo ple wh o th o u gh t th ey 
were bilked o u t o f mo ney to repo rt it to 
th e po lice. 
Perk claimed th at Glenn learned o f 
Qu intero ’s activities in September, but 
didn’t tell au th o rities. 
Steph en J. Ko vacik, Glenn’s cam­ 
paign 
m anag er, 
said 
Q u intero 
vo lu nteered h is services in 
April, 
representing 
h imself as 
a 
pu blic 
relatio ns co nsu ltant. 
He said Qu intero o pened o ffices in 
Spanish 
speaking 
sectio ns 
o f 
Yo u ngsto wn, Cleveland and To ledo , 
but h is activities apparently ceased in 
th e middle o f August. 
Ko vacik said Qu intero was to ld in a 
telegram fro m Glenn’s staff Sept. 25 
th at h e was “to h ave no th ing mo re to 
do with th e Glenn cam paign.” 
Qu intero repo rtedly is wanted in 
co nnectio n with th e writing o f bad 
ch ecks to taling as mu ch as $6 5,(KM), 
allegedly fo r repay ment o f lo ans h e 
o btained 
in 
th e 
nam e 
o f 
th e 
Demo cratic no minee. 
In o th er po litical develo pments, th e 


Weather 


Sunny and warm to day , h igh near 50. 
Clear and warm to nigh t, lo w, u pper 
30s. Sunny and warm Tu esday , h igh 
near 6 0. Pro bability o f precipitatio n, 
zero per cent to day and to nigh t and 10 
per cent to mo rro w. 
Tem peratu res 
Su nday were; h igh , 45; lo w, 22. 


Co lu mbu s Dispatch repo rted Su nday 
th e latest resu lts o f its vo ting mach ine 
po ll sh o w incu mbent Demo cratic Go v. 
Jo h n Gilligan and h is Repu blican 
ch allenger Jam es Rh o des lo cked in a 
dead h eat go ing into th e final two 
weeks o f th e campaign. 
Meanwh ile, Rh o des said in cam ­ 
paign sto ps Su nday th at th o u sands o f 
Oh io sch o o l ch ildren mu st walk to 
sch o o l th is winter rath er th an ride 
bu ses becau se o f th e adm inistratio n’s 
“adam ant refu sal to adequ ately fu nd 
Oh io ’s sch o o ls.” 
Rh o des also said a large nu mber o f 
sch o o l districts are o perating o n split 
sessio n and at least seven districts are 
preparing to clo se fo r th e same reaso n. 
Ohi o Ri ver 
Quake Noted 


PARKERSBURG, W.Va. (AP) - No 
damages o r inju ries were repo rted 
Su nday wh en a small earth qu ake 
sh o o k a wide area alo ng th e Oh io River 
h ere. 
G.A. 
Bo llinger, 
pro fesso r 
o f 
geo ph y sics at Virginia Po ly tech nic 
Institu te at Blacksbu rg, Va., said th e 
qu ake 
was 
reco rded 
o n 
th e 
seismo graph at th e sch o o l and wo uld 
h ave registered between a two o r th ree 
o n th e Rich ter scale. 
He described it as “very small and 
very rare” bu t said several su ch 
qu akes h ave been repo rted in th e area 
in th e last h u ndred y ears. 
Residents o f th e area said th e 
vibratio ns and tremo rs lasted o nly a 
few seco nds. At first an ex plo sio n was 
su spected at o ne o f several nearby 
ch emical plants. I^ater wh en plant o ffi­ 
cials repo rted no th ing u nu su al, it was 
assu med it was a so nic bo o m. 


(.R A M) CHAMPION—The flo at, “ Fro st o n 
ih <‘ 
Pu mpkin*’ 
was declared th e grand 
ch ampio n by Pu mpkin Sh o w ju dges. Bu ilt by 
Jam es and Belle So wers, th e flo at was 
spo nso red by H4 Lu mber Co . It was th e first 
grand ch ampio n ilo at fo r Mr. and Mrs. 
So wers m th eir 12 y ears o f bu ilding th e 
deco rative mo bile display s. Th e girls riding 
th e flo at were Denise Mercer and Krista 
Arledge. First place winners in each divisio n 


were: 
Ch u rch o f th e Nazarene, Ch u rch 
Divisio n. “Ch rist is th e Key ” ; YMCA, Sch o o l 
and Yo u th Organizatio ns, “ Pals Fo rever- 
Friends Alway s” ; Pickaway To wnsh ip Fire 
Department Au x iliary , Fraternal and Civic, 
“Co mmu nity 
Happiness” 
Pleasant 
View 
Baptist Ch u rch , Special ( ’lass, “ Lily o f th e 
\ alley ” ; and Circleville Merch ants, Mer­ 
ch ants 
and 
C o m m ercial, 
“ P u m pkin 
Beau ties” . 


M a r k e t s 


NEW YORK (AP) - Sto ck p rices 
slip p ed marg inally lo wer in slo w 
trading to day , as co mp anies rep o rted 
third-q u arter earning s and sev eral 
co mmercial banks anno u nced cu ts in 
their p rim e rates. 
The no o n Do w Jo nes av erag e o f 30 
indu strials was o ff 1.56 at 6 53.32, 
reco v ering fro m earlier lo ws when the 
index was do wn almo st 4 p o ints. 
Earning s rep o rts fo r a nu mber o f 
co mp anies fell sho rt o f y ear-earlier 
lev els du ring the third q u arter and 
indicated fu rther so ftening o f the 
eco no my , bro kers said. 
On the American Sto ck Ex chang e, 
the market-v alu e index at no o n was o ff 
.08 at 6 8.09 . 
Declines edg ed adv ances 586 to 511 
amo ng 1,514 issu es traded o n the New 
Yo rk Sto ck Ex chang e, who se bro ad- 
based index sag g ed .09 to 37.9 9 . 
Transam erica Co rp . to p p ed the Big 
Bo ard’s v o lu me list, steady at 5%. 
Fo rd Mo to r, which disclo sed v ario u s 
co st-cu tting m easu res to day , fell 1% to 
33%. 
Imp erial Oil A was the mo st activ e 
Amex issu e, do wn % at 27 %. 
NEW YORK (AP) - 11 A.M. 
Sto cks 
Alleg heny Cp 
7 
Allied Chemical 
33% 
Alco a 
34% 
American Airlines 
8 % 
A Brands 
32% 
American Can 
26 
American Cy anamid 
21% 
American El Po wer 
17 
American Ho me Pro d 
33% 
American Smelting 
17% 
American Tel & Tel 
45% 
Ancho r Ho ck 
14% 
Armco Steel 
21 
Ashland Oil 
18% 
Atlantic Richfield 
8 8 % 
Babco ck Wilco x 
14% 
Bendix Av 
23% 
Bethlehem Steel 
27 % 
Bo eing 
17% 
Chesap eake & Ohio 
52 
Chry sler Co 
11 
Cities Serv ice 
44 
Co n N Gas 
20 
Co nt Can 
22% 
Crwn Zell 
23% 
Cu rtiss Wrig ht 
7 % 
Do w Chem 
6 5% 
Dress Ind 
47 % 
du Po nt 
100% 
Eato n 
24 
Ex o n 
6 7 % 
Firesto ne 
14% 
Flintko te 
11% 
Fo rd Mo to r 
35 
General Electric 
36 % 
General Fo o ds 
19 % 
General Mills 
39 % 
General Mo to rs 
35% 
Gen Tel El 
21 % 
Gen Tire 
12% 
Go o drich 
19 % 
Go o dy ear 
14% 
G rant W 
3% 
Ing er Rand 
6 8 
Inti Bu s Machines 
183% 
Internatio nal Harv 
19 % 
Jo hns-Manv ille 
16 % 
Kaiser Alu m 
16V« 
Kresg e 
24% 
Kro g er Co . 
16 % 
L.O.Fo rd 
19 % 
Lig . My ers 
28% 
Ly ke Yng 
13% 
M aratho n Oil 
30 
M arco r Inc 
15% 
Mead Co rp 
16 % 
Mo bil Oil 
37 % 
Natio nal Cash Reg 
18% 
No rf. & W. 
58 % 
Ohio Ediso n 
14% 
Penn Central 
1% 
Penney J.C. 
44% 
Pa P & L 
16 % 
Pep si Co . 
39 % 
Pfizer C 
28 % 
Phillip Mo rris 
39 % 
Phillip s Petro leu m 
44% 
PPG Ind. 
24V4 
Pro cter & Gamble 
82% 
Pu llman Inc 
44% 
Ralsto n P. 
37% 
RCA 
11 
Reich Chem 
14% 
Rep u blic Steel 
25% 
Sa Fe Ind 
27% 
Sco tt Pap er 
12% 
Sears Ro ebu ck 
49 % 
Shell Oil 
41% 
Sing er Co 
14 
So u Pac 
28% 
Sp erry Rand 
27% 
Standard Brands 
47 % 
Standard Oil Cai 
25 
Standard Oil Ind 
9 0 
Standard Oil Ohio 
49 % 
Sterling Dru g s 
21% 
Stu deWo rth 
23% 
Tex aco 
23 
Timken Ro ll Bear 
29 
Un Carbide 
42% 
Unit Aire 
28 % 
U.S. Steel 
41% 
Westing ho u se Elee 
9 % 
W ey erhaeu ser 
31 % 
Whirlp o o l Co rp 
14 
Wo o l wo rth 
11 
COLUMBUS, Ohio (A P) - D irect ho g s 
(F ed-Sta te): Ba rro ws a nd g ilts stea dy to 
mo sUy 2 5 hig her, dem a nd fa ir g o g o o d. U.S. 
1 -2 , 2 0 0 -2 3 0 lbs. co untry po ints, mo sUy 40 .2 5 
few 4 0 .5 0 , pla nts, 4 0 .2 5 -40 .7 5 . U.S. 1 -3 , 2 0 0 -2 3 0 
lbs. co untry po ints, 4 0 .0 0 -40 .2 5 , few 3 9 .7 5 , 
pla nts, 4 0 .0 0 -4 0 .5 0 . 
R eceipts Frida y : Actua ls 7 40 0 , to da y ’s 
estim a tes 7 ,0 0 0 
CINCINNATI, Ohio ( A P ) - Ca tUe a nd 
ca lv es 9 2 5 . 
Co m pa red 
to la st 
Mo nda y , 
sla u g h te r 
s te e r s 
a nd 
h e ifer s 
ste a d y . 
Sla ug hter co w s $1 -1 .5 0 hig her. Sla ug hter 
bulls stea dy . Supply 40 per cent sla ug hter 
steers, 40 per cent heifers. 
Sla ug hter steers: cho ice, 9 2 5 -1 0 7 5 , y ield 
g ra de 2 -4, $42 -43 .5 0 , 9 5 0 -1 1 2 5 , 3 -4, $41 -42 , 
m ix ed g o o d a nd cho ice, 9 2 5 -1 0 7 5 , $3 9 ,40 .5 0 
Sta nda rd a nd g o o d, $3 5 ,3 8 .5 0 . Sta nda rd $3 0 - 
3 5 , lo w dressing , $2 5 -3 0 . 
Sla ug hter heifers: cho ice, 8 60 -9 60 , 2 -4, $40 
41 , 8 0 0 -9 5 0 , 3 -4, $3 9 -40 , m ix ed g o o d a nd 
c h o ice : 
7 4 0 -9 0 0 , 
$3 7 -3 9 . 
G o o d: 
$3 3 3 7 
Sta nda rd: $2 5 -3 0 . 
Sla ug hter co w s: utility , $1 9 -2 2 .5 0 . Cutter, 
$1 6-2 0 .5 0 . 
Sla ug hter bulls: y ield g ra de 1 -2 , 1 1 .0 0 -1 45 5 , 
$2 8 .5 0 -3 2 . 
Sheep: 7 5 . Wo o ied sla ug hter la m bs 
$1 
hig her. Cho ice a nd prim e 8 0 -1 0 0 , $3 5 -3 7 . 
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S U R P R IS E — Circleville 
and 
Pickaw ay 
County residents were surprised Sunday 
morning to find the first snowfall of the year 
blanketing the ground. The snow, which 
started late Saturday night, accumulated to 
from two to six inches in spots but was gone 
by the afternoon. Many tree branches were 


not as lucky as this one on N. Court St. when 
the weight of the snow broke them off. The 
snow caught county crews unaware, as they 
were called out to salt bridges and some 
roads. The snow , hitting the warmer roads, 
caused more of a driving problem by turning 
into a heavy fog. 


Trio Arrested 
In Theft, Arson 


Three fo rmer Circlev ille residents 
were arrested Friday , 
by Sheriff 
Dwig ht Radcliff and Detectiv e Do n 
Tho mp so n fo r g rand theft o f an au to 
and arso n. 
Radcliff and Tho mp so n went to the 
residence o f the three, who were all 
liv ing to g ether in Co lu mbu s, at the 


Ford Holds 
M eeting With 
Echeverría 


WASHINGTON (AP) - President 
Fo rd left here at dawn to day enro u te to 
his first v isit o u tside the United States 
since beco ming the natio n’s chief ex ­ 
ecu tiv e. 
With o il and eco no mic p ro blems 
p ro mising to do minate their talks, 
Fo rd set aside eig ht ho u rs fo r his first 
h ands-acro ss-the-bo rder 
m eeting 
with 
M ex ican 
P resident 
Lu is 
Echev erria. 


Fo rd was fly ing to No g ales, Ariz., 
fro m Washing to n to meet Echev erria 
befo re em barking o n a leng thy ro u nd 
o f su bstantiv e discu ssio ns at meeting 
sites in bo th co u ntries. 
The talks, which m ark Fo rd’s first 
v entu re o u tside the United States as 
President, 
will 
em brace 
Mex ico ’s 
q u est fo r eco no mic co ncessio ns and 
the U.S. interest in a m ajo r o il dis­ 
co v ery in that co u ntry . 
T here 
w ere 
indicatio ns 
th a t 
Echev erria mig ht like to trade o il fo r 
Washing to n’s ag reem ent to 
adm it 
m ig rant Mex ican farm wo rkers — a 
dev elo p ment that wo u ld help ease 
Mex ico ’s serio u s u nemp lo y ment p ro b­ 
lems. 


Fo rd was ex p ected to stress no rth-o f- 
the-bo rder co ncern abo u t the flo w o f 
illeg al im m ig rants fro m Mex ico at a 
time when the United States has a 
mo u nting u nemp lo y ment p ro blem o f 
its o wn. 
The U.S. President to ld rep o rters 
Satu rday nig ht that immig ratio n, o il, 
jo int effo rts to cu rb traffic in illicit 
narco tics and sev en o r eig ht o ther 
m atters o f mu tu al co ncern wo u ld be 
taken u p . There was no fo rmal ag enda 
fo r the discu ssio ns. 


Fo rd’s itinerary had him fly ing fro m 
Andrews Air Fo rce Base, Md., to 
Dav id-Mo nthan Air Fo rce Base in 
Tu cso n, Ariz., then g o ing by helico p ter 
to No g ales to g reet Echev erria. 
The two p residents were to fly by 
helico p ter to Mag dalena de Kino 70 
miles so u th o f the bo rder fo r nearly 
two ho u rs o f talks at the lo cal city hall. 
Fo rd and Echev erria then will g o by 
helico p ter to Tu bac, Ariz., 15 miles 
no rth o f the bo rder, fo r a lu ncheo n and 
mo re discu ssio ns. 


'The two leaders p lanned to wind u p 
their meeting s with a ceremo ny at the 
Dav is-Mo nthan air base. 
Fo rd was schedu led to sp end the 
nig ht in Oklaho ma City , to sp end the 
nig ht 
and 
m ak e 
cam p aig n 
a p ­ 
p earances there and in Clev eland 
Tu esday befo re retu rning to the White 
Ho u se. 


time o f arrest. 
Geo rg e J. Gro o ms, 18, 201 W. Mill 
St., tu rned himself in to au tho rities 
Thu rsday stating that he was p resently 
AWOL fro m the serv ice. He was 
p laced in jail awaiting p ro p er serv ice 
au tho rities to p ick him u p . 
Tho m p so n 
then 
went 
to 
the 
Co lu mbu s ho me and arrested Ricky 
Lee P etty , 20, Co lu m bu s. Sheila 
Gro o ms, 19 , Circlev ille wife o f Geo rg e 
Gro o ms, tu rned herself in to sheriff’s 
au tho rities, Friday mo rning . 
The trio sto le a car fro m Co lu mbu s, 
Sep t. 23 bring ing it into Pickaway 
Co u nty , strip p ing it and setting it o n 
fire. 
They then sto le a car in Circlev ille 
belo ng ing to a Co lu mbu s resident, 
du ring Pu mp kin Sho w, Wednesday . 
Detectiv e Tho mp so n fo u nd the car in 
Petty ’s g arag e strip p ed, ready to be 
taken to the ju nk y ard. 
Tho mp so n 
no ted that while retu rn­ 
ing 
F riday 
with 
P etty 
a fte r 
reco v ering sto len items, Petty at­ 
temp ted to escap e. Petty went thro u g h 
the city p arking lo t when an u nkno wn 
man halted Petty and held him u ntil 
Tho mp so n and Dep u ty Bill Do u ntz 
arriv ed. 
'The dep artm ent wo u ld like to kno w 
the name o f the man who aided them. 
Geo rg e Gro o ms was bo u nd to g rand 
ju ry o n two $3,000 bo nds, fo r g rand 
theft and arso n; Petty two fo r $4,000 
bo nds, fo r g rand theft and arso n and 
Sheila Gro o ms, sig ned a reco g nizance 
bo nd fo r $1,000. 


Co Id Air 
Chills Much 
Of Nation 


By THE ASSOCIATED PRESS 
Unseaso nably co ld air chilled many 
p arts o f the co u ntry east o f the 
Mississip p i Riv er early Mo nday , with 
tem p eratu res rep o rted near o r belo w 
freezing fro m New Eng land to the 
no rthern half o f So u th Caro lina. 
In the M idwest, tem p eratu res 
dip p ed into the teens in so u thern 
Michig an and no rthern Indiana. 
Desp ite the co ld, there was little 
p recip itatio n in mo st p arts o f the 
natio n. 
The ex cep tio ns were rep o rts o f an 
inch o f sno w in no rth central Nev ada, 
scattered rain sho wers fro m Idaho into 
the western reg io ns o f Mo ntana and 
Wy o ming , and the no rthern sectio ns o f 
Utah. 
Lig ht 
sno w also left traces o f 
mo istu re o v er the western p o rtio n o f 
New Yo rk State and Pennsy lv ania. 
There were clo u dy co nditio ns in 
so u thern Tex as, no rthern Michig an 
and sp o ts alo ng the eastern Ohio 
Valley 
thro u g h 
the 
central 
Ap p alachians. 
Co nditio ns were co o l bu t fair o v er 
the rem ainder o f the co u ntry . 
Tem p eratu res were in the 50s o v er 
mu ch o f the p lains to the Central Gu lf 
Co ast and were in the 40s to lo w 6 0s 
west o f the Ro ckies. 


Six Injured 
In W eekend 
Accidents 


Six p eo p le were inju red in fo u r 
weekend traffic accidents inv estig ated 
by 
Pick aw ay 
Co u nty 
S h e riff’s 
Dep u ties. 
Hazel Gahm, 6 1, Ro u te 1, Chillico the, 
was referred to 
a 
p hy sician 
fo r 
treatm ent o f fo rehead laceratio ns in a 
two -v ehicle accident 3 p .m. Satu rday 
o n the Circlev ille-King sto n Ro ad. 
Acco rding to the rep o rt, she was 
fo llo wing a p ick-u p tru ck and farm 
wag o n o p erated by M arg aret Eno ch, 
Ro u te 1, and attem p ted to p ass when 
Mrs. Eno ch m ade a left tu rn. 


Ms. Gahm was charg ed with driv ing 
left o f center. 
The first o f two accidents o n Ro u te 23 
o ccu rred 7 :50 p .m. Friday ju st no rth o f 
Co u ntry Ro ad 511. 
Philip Bo les, 47 , New Carlisle, was 
so u thbo u nd o n Ro u te 23 and Bernard 
Co rnette, 46 , Cattlettsbu rg , Ky ., co u ld 
no t sto p his v ehicle in time when Bo les 
was slo wed by traffic. 


Co rnette was charg ed with failing to 
m aintain assu red clear distance 
ahead. Vicki Lo hmes, 19 , Urbana, a 
p asseng er in the Bo les v ehicle, su f­ 
fered neck and sho u lder inju ries. 
Three p eo p le were hu rt in a three- 
car p ileu p o n Co u nty Ro ad 511 ju st 
so u th o f the Big Bear Su p erm arket 
entrance 2:50 p .m. Satu rday . 
Jo hn Mo reland, 33, Co lu mbu s, was 
headed so u th in o ne v ehicle fo llo wed 
by Do ra Hsiao , 38 , Co lu mbu s, in 
ano ther. 


Bernard Eng le, 54, Amanda, was 
driv ing no rth o n the ro ad when he went 
left o f center, hitting the Mo reland car 
in the left side, and then the Hsiao car. 
Dav id 
Lo g an, 6 , C o lu m bu s, a 
p asseng er in the Mo reland car, was 
treated fo r fo rehead inju ries; 
Ms. 
Hsiao was treated fo r abrasio ns; and a 
p asseng er in her car, Do ri Hsiao , was 
treated fo r leg inju ries. 
Eng le was charg ed with driv ing 
while 
into x icated; 
hav ing 
no 
o p erato r’s license; and driv ing left o f 
center. 


Dep u ties arrested driv ers o f two 
cars inv o lv ed in an accident 8 :20 p .m. 
Su nday o n Ro u te 23, ju st so u th o f So u th 
Blo o mfield. 
Michael O’Do nnell, 19 , Gro v e City , 
was no rthbo u nd o n Ro u te 23 in the 
driv ing lane, and Ho ward Kirk, 42, 
Rey no ldsbu rg , was also no rthbo u nd in 
the p assing lane. 
O’Do nnell ap p arently attem p ted to 
chang e lanes, hitting the Kirk car and 
kno cking it into the median strip . 
O’Do nnell 
w as 
charg ed 
with 
chang ing lanes witho u t cau tio n, and 
Kirk was arrested fo r driv ing while 
into x icated. 
Mary Kirk, a p asseng er in K irk’s 
au to , was treated fo r a back inju ry . 


Church Schedules 
M issionary Service 


A missio nary serv ice will be held 
7 :30 p .m. Wednesday at First Chu rch 
o f Christ in Christian Unio n with Dan 
and Ju dy Dev o re, stu dents at Cir­ 
clev ille Bible Co lleg e, sp eaking . They 
sp ent the su m m er as interns o n the 
Tex as-Mex ican bo rder. 


A THOUGHT 
FOR TODAY 


A g o o d m a n n e v e r really dies. 
His influence is felt by those left 
behind. 


A n o n y m o u s 


P r e s e n t e d o s a P u b l i c S e r v i c e by 
FIRST NATIONAL BANK 


C I R C L E V I L L E 


COMING TO SAM’S PLACE 
BIG RED STEEL BARN 
5 M L So. of Chillicothe on Route 2 3 


FOR R E SE R V A T IO N S CALL 7 7 S 3 18 8 OR 663 ?0 4 8 
MICHAEL TWITTY 
SAT. OCT. 26 9 p .m . to i i p . m . 


Grand Opening of Beautiful Cocktail Lounge 
Also Masquerade Party 


M ichael Twitty, formerly Conway Twitty, Ir 


Theie are marked sim ilarities between M ichael and Conway 


such 
as physical appearance, being avid sports fans, 
(and 


past 
participants), 
fine 
entertainers, 
and 
real 
people 
and 


both having started out in rock ’n roll and endinp 
up in 
Country M usic 


MRS. ANGELINE M. ALKIRE 
The 
fu neral 
serv ice fo r 
M rs. 
Ang eline M. (Ang ie) Alkire, Ro u te 1, 
who died Friday will be held 9 :30 a.m. 
T u esday at St. 
Jo sep h C atho lic 
Chu rch. Bu rial will be in St. Jo sep h 
Cemetery , Co lu mbu s. 


MR. DAVID B. SMITH 
Mr. Dav id B. Smith, 9 1, 36 1 Dear­ 
bo rn Av e., died 6 p .m. Satu rday at 
Berg er Ho sp ital. 
Bo m March 17, 1883 in Jo hnso n 
Co u nty , Ky ., he was the so n o f I^eander 
and Sarah Kelly Smith. 
He was p receded in death by his first 
wife, Nancy Rig sby Smith, two so ns, 
three dau g hters and o ne step so n. 
Su rv iv o rs inclu de his wido w, Flo ra 
Skag g s Smith; two so ns, Sidney A. 
Smith and Dav id Smith Jr., bo th o f 
Chillico the; three dau g hters, 
Mrs. 
Elsie Swank, Watt St.; Mrs. Jo Ann 
Ix )wery , W. W ater St.; Mrs. Do litha 
Dav is, Co lu mbu s; two step dau g hters, 
Mary Fy ffe, Cro ckett, Ky . and Glady s 
Fy ffe, Day to n; o ne step so n, I^eander 
Keato n, Fairbo rn; 45 g randchildren; 
m any g reat-g randch ildren, g reat- 
g reat-g randchildren and g reat-g reat- 
g reat-g randchildren. 
The fu neral serv ice will be 2 p .m. 
T u esday at the Three Lo cks Chu rch o f 
Christ in Christian Unio n with the Rev . 
Dav id Cy ru s and the Rev . M. D. Map le 
o fficiating . Bu rial will be at the Three 
I/)cks Cemetery in Ro ss Co u nty . 
Friends may call at the Wellman 
Fu neral Ho me u ntil 11 a.m. Tu esday 
and at the chu rch u ntil time o f the 
serv ice. 


MRS. FIXTRENCE J. JONES 
Mrs. 
Flo rence 
Ju lie Jo nes, 
82, 
King sto n, died 9 :45 a.m. Su nday at her 
residence o f an ap p arent heart attack. 
Bo m Ju ly 20,18 9 2 near King sto n, she 
was the dau g hter o f Jo hn and Sarah 
Peters Richter. 
Her hu sband, Q arence Jo nes, died 
Au g . 31, 19 71. 
Su rv iv o rs inclu de o ne so n, M arv in F. 
Court New s 


Jo nes, Ro u te 1, King sto n; two g rand­ 
children, Mario n F. Jo nes, Ro u te 1, 
King sto n and Mrs. Jo e (Nancy ) Hu hn, 
King sto n; fiv e g reat-g randchildren; 
o ne sister, Mrs. Essie Hildenbrand, 
King sto n. 
The fu neral serv ice will be held 2:30 
p .m. Wednesday at Hill Fu neral Ho me 
in King sto n with the Rev . Michael 
Wrig ht and the Rev . Pearl Casto o f­ 
ficiating . Bu rial will be in Hallsv ille 
Cemetery . 
She was a m em ber o f King sto n 
U nited M etho dist Chu rch, U nited 
Wo men’s So ciety , a 50 y ear m em ber o f 
King sto n Chap ter OES 411, wo rthy 
m atro n in 19 41 and 42 and a m em ber o f 
Past Matro n’s Circle. 
Friends may call at the fu neral 
ho me beg inning 6 :30 p .m. Mo nday . 
OES memo rial serv ice will be held 
7 :30 p .m. Tu esday at the fu neral ho me. 


MR. JOSEPH A. McCOY 
Mr. Jo sep h A. McCo y , 6 3, Ro u te 1, 
Harrisbu rg -Darby v ille Ro ad, Orient, 
died Su nday ev ening at the Fay ette 
Memo rial Ho sp ital in Washing to n C.H. 
Bo m Dec. 4,19 10 in Ohio , he was the 
so n o f Otto and Essa Tener Branso n. 
He resided in the Orient area since 
19 49 . He was a m em ber o f the So u th­ 
western Chu rch o f Christ o f Gro v e City 
and was a retired ro ad driv er fo r 3 C 
Mo to r Freig ht. 
S u rv iv o rs 
inclu de 
his 
wido w, 
I^aho ma Sp rag u e McCo y ; two so ns, 
Jo sep h E. and Timo thy C., bo th o f 
Ro u te 1, Orient; two g randchildren; 
two sisters, Mrs. Ru th M o rtim er o f 
Bainbridg e and Mrs. Lena Blazer o f 
Frank fo rt; three bro thers, Jam es and 
Ro bert, bo th o f Bainbridg e and Frank 
o f Piq u a ; sev eral nieces and nep hews. 
The fu neral serv ice will be 2 p .m. 
Wednesday at the Po rter Fu neral 
Ho me in Mt. Sterling . Bu rial will be at 
Pleasant Cemetery . 
Friends may call at the fu neral 
ho me beg inning 7 p .m. Mo nday and 
u ntil the time o f serv ice o n Wed­ 
nesday . 


Real E state Transfer 
Jo sep h C. and Frances R. M o ats to 
Ro y D. and So nja M. Smy the, 6 .09 1 
acres, Washing to n Twp . 
Mo ney Su it and Fo reclo su re Filed 
Cellar Lu mber Co mp any , 76 6 S. 
Pickaway St. v s Michael S. and Mary 
F. Lo m bardo , A shv ille; p laintiff 
dem ands ju dg ment ag ainst defendants 
in the amo u nt o f $4,7 06 .9 8 and dem ands 
sale o f p ro p erty to p ay that amo u nt. 
Mo ney Su it and Inju nctio n filed 
l.arry Sheets, Ro u te 1, W illiamsp o rt 
v s Ju ne Sheets, ex ecu trix o f the estate 
o f 
E dna 
H anaw alt, 
R o u te 
1, 
Williamsp o rt and 
o thers; 
p laintiff 
dem ands ju dg ment ag ainst defendants 
in 
the 
amo u nt 
o f 
$20,800 
actu al 
dam ag es 
and 
$100,000 
p u nitiv e 
dam ag es and seeks an inju nctio n 
restraining the defendants fro m in­ 
terfering with his farming o p eratio ns 
du ring the 19 74-75 lease 
Div o rces Granted 
Carla J. Caro thers v s Richard M. 
Caro thers; defendant g ranted div o rce 
fro m wife o n g ro u nds o f g ro ss neg lect 
o f du ty and ex trem e cru elty ; p laintiff 
resto red to her fo rm er name o f Carla 
J. G am er 
Betty L. Erwin v s Bo bby Allen 
Erw in; p laintiff g ranted div o rce fro m 
hu sband o n g ro u nds o f g ro ss neg lect o f 
du ty and ex treme cru elty and resto red 
to 
h er 
fo rm er 
nam e 
o f 
B etty 
Sheu maker 
Brenda D. Whitt v s Jack D. Whitt; 
p laintiff g ranted div o rce fro m hu sband 
o n g ro u nds o f g ro ss neg lect o f du ty and 
ex trem e cru elty and awarded cu sto dy 
o f co u p le’s two m ino r children 
Fo reclo su re Dismissed 
The American Bank o f Central Ohio 
v s Flo rence Bailey and o thers; case 
settled 
and 
dism issed 
w itho u t 
p reju dice 
New Citizens 


MISS HILDENBRAND 
Mr. and Mrs. Mick Hildenbrand, 
Ro u te 1, are the p arents o f a 5-p o u nd 1- 
o u nce dau g hter bo rn 12:24 a.m . 
Mo nday at Berg er Ho sp ital. 
MASTER REYNOLDS 
Mr. and Mrs. Ro bert L. Rey no lds 
(Petricia Mantlo ,) Ro u te 4, are the 
p arents o f an 8 -p o u nd 10-o u nce so n 
bo rn 7 :43 p .m. Satu rday at Berg er 
Ho sp ital. 
MASTER PEART 
Mr. and Mrs. Ro g er Allen Peart 
(C athy 
Ly nn 
M iller,) 
R o u te 
1, 
Williamsp o rt, are the p arents o f an 8~ 
p o u nd 1%-o u nce so n bo m 8 :30 a.m. 
Su nday at Berg er Ho sp ital. 
"Op etv ggtXenJ 


RIGHT 
IN 
STYLE 


T h e K E R W I N 


b y I I 


You'll be right in style with 


this new style. It's especially 


m ade for all occasions. Practical 
for either dress or casual wear. 


It's a garm ent sym bol of 
our casual era. 


Corduroy............. * 55 


Wool M e lto n 
J 65 


Suede Leather . . . . (135 
CADDY 
MILLER’S 
MEN’S SHOP 
BankAme ricard 
Maste r Charge 


Dear Friends, 


If circum stances m ake it more convenient, w e m ake 
available an Insured Paym ent Plan, m aking it possible to 
budget all or any part of funeral costs over a 12, 24, or 36 
month period, with the balance of the loan insured. 
Our firm has alw ays had com plete funeral services in 
every price range. All of our prices are plainly m arked, and 
there are no 'unexpected extras'. 


Respectfully, 


oJV(ac{je*i CfuneftajC7/om z 


1 2 3 
E A S T M O U N D 
S T R E E T 
C I R C I E V I U E . 
O H I O 


<uA 


-JPM 
VALUABLE COUPON 
F O LG E R S 
INSTANT COFFEE 


timi! 1 w coupon 
On« pii family 
$1 8 9 


Jar 
Mi 


Etpit** October 26 1974 
CARDINAL NQVAL BLUE STON ES 
00 74 03 


VALUABLE COUPON 


P IL L S B U R Y 
FLOUR 


L b 
__ 
Bag 
E»fur#* October 26 1974 
CARDINAL NOVAl BLUE STO R ES 
00 40 03 


? ) VALUABLE COUPON 


C E R E A L 
C H iE R IO S 


L im it 1 « c o u p o n 


O n e per fa m ily 


U.S.D .A .C H O IC E B E E F 
ROUND STEAK 
U.S.D A. C H O ICE 


10 o/ 
Bo* 
I «pires October 26 
C A R D IN A L R O V A I B I U I S 


T-BONE STEAK 


U S D A. C H O IC E B E E F LOIN 
u SIRLOIN STEAK 


P L A N TE R S 


S T E W 
s 1 39 b e e f c u b e s t e a k 



g 
g 
^ 
^ 
j i U S D A C H O I C E B O N E L E S S 
_ 
I 
ECKRICH 
I 


E ^ S B B ü s a s ^ s l i B E E F R O U N D S T E A K 
L. s l 4’ 
m 4 pork steak 
u 99‘ 
ECKRICH FRANKS 


$1 59 


SLICED BEEF LIVER 
Lb 89' 
SPARERIBS 
Lb 99< 


Lb 


V S 9 


i f f » 
PEANUT BUTTER 


C ream y 
or C run chy 


Lim it 1 « coupon 
One per family 


! A ' 


18 07 
Jar 
E«pimy Oct »bai 26 1974 
CARDINAL ROVAI Bl U l STO R ES 
00 20 03 
1 Lb. 
Pkg. 99 


ECKRICH 
CHUNK STYLE 
ALL MEAT 
BOLOGNA 
.99e 


U.S.D A. C H O ICE B E E F ROUND 
RUMPROAST Lb. I 
49 


Boneless 
FR ESH 


r — 1 — 
- 
i -i 
IfrTS^SSm i I VALUABLE CÓÜP0Ñ7T 


FOLG ERS 
COFFEE 


Limit 1 vy . oupon ' 
One p ii family 
I & 
M 
P 
' 
6R0UND CHUCK 


B O S TO N BU TT STYLE 


R e g u la r 


D rip or 


E le c tra P e rk 


rm m WmWm 
f / 
’ W w 
f t 
D W O I U I I D U I I O I T L t 
| 
2 .^ 2 ” . ^NW »P0RK ROAST 
L, 89< 


lip ir liO i.lfih « t7l 1974 
CAHDfNAt ROVAI B iU f S tO R F S 
00 40 03 
p- 
n n u im n i n u u ii m u t n u m s 
0 4U 
L W 


^ 
t A 
M 
S 
C 
X 
9 
f ,^ 
9 
1 
1 


I r ^ l S S M 
f ) valu ab leIo up on 
BETTY C R O C K E R 
iPIE CRUST STICKS 


11 07 
Bones 
f «pire* October 26 19 74 
CARDINAL ROYAL B L U E S TO R F S 
00 37 03 


VALUABLE COUPON Q 
> 


P I L L S B U R Y FUDGE 
BROW NIE M IX 
F am ilv 
Si/e 
Limit 1 w/coupon 
One per family 
2 2 07 
Box 
f «pite* October 26 1974 
CARDINAL ROYAL BLUE STO R ES 
00 26 03 


Prices Effective thru Sat. Oct. 
T974 


DEL M O N TE 
TOMATO JUICE 


W ESSON OIL 


a 
■ 
■ 
■ 
■ 
■ 


2 4 o/ 
Bottle 
mm 
E «pues October 26 19' 
R BIN A t ROVAt BLUE S TORE 
rj p 2 


M O N A R C H B A S K E T O L IV ES 


VLASIC K O S H E R S P E A R S 


VLASIC NO GARLIC S PE AR S 


H E I N Z 57 S T E A K S A U C E 


O C E A N S P R A Y C R A NA P P L E JUICE 


A R M O U R P O T T E D M E A T 


A R M O U R T R E E T 


A R M O U R V I E NNA S A U S A G E 


G R E E N G IA N T 


VALUABLE COUPON P j g 
S g 
Q 
l l 
F R E S H L IK E FROZEN 
VEGETABLES 
/ 


16 07 


C a n s 


THANK YOU 


2 
0 0 
B a g s 
m 
m 


C o m P e a s 
o r M ix e d 
V eg etab les 
24 07 


(^ R M I 
B a g s 
i ñr% 
On* per family 
fc «pues October 26 1974 
CARDINAL ROVAI BLUE STO R ES 
00 39 03 


V VALUABLE COUPON 


K R A F T F R O Z E N 
CHEESE P IZ Z A 


Limit 1 w coupon 
One per family 59 
1 4 07 
Espires October 26 1974 
CARDINAL ROYAL BLUE STORE S 
00 40 03 


VALUABLE COUPON 


H U N T C L U B 
BURCERBITS 


s w 
k 


É 
Limit 1 yy coupon 
. 
“T” ’ , 
i 
m 
E «pire*. O« tob- ' 2 6 19/4 
_ 
One par '," " 1 •, AR[)I N A, r q YAI BLU t STO RES 


b H c E N G IA N T 
j | 
PEAS 4 


DIXIE W H IT E P A P E R PLATES 


GLAO T R A S H BAGS 


P I N K Y f H O W or G R E E N 
DIXIE B A T H R O O M REFILLS 


S O F T W E V E B A TH 
W h ite or A ssorted Colors 
TISSUE 3 


I FUTURE FLOOR FINISH 
i 
| BIG WALLY WALL CLEANER 
i 
1 0 Off Label 
j MR. CLEAN 
“ 
2 Off Label 
! COMET CLEANSER 
i 
i GLORY FOAM RUG CLEANER 


D E TE R G E N T 


P 
U 
C 
C 
D 
G a n . Q Q C 
w f lC C H ................................. S u e # # 


PIE FILLING 


H A N O V E R L IG H T R ED 


G R EEN G IA N T CUT 
GREEN BEANS 


C A N D Y B A R S 
BUTTERFINGER 


Pf CAN SHORT BHE AD 
COOKIES 
14 o/ 


Bakery Values 
C A R D IN A L 


2 14o/ OÛC 
C a n s 
t) 7 


24o/ S I 59 
C a n 
I 


Your choice of Cola. Orange Red Pop, Root 
Beer. Frosh. Strawberry Cherry Chocolate 
Cream Grape Pineapple Orange. Passion "Fruit 
Punch, or Cream Soda 
49 
Dozen 
■■ 


Dairy Values 


V A N ILLA ICE CREAM 
Gallon 
Carton 


HARDIN 
APPLE CIDER 


BLU E B O N N ET 


G al 
H 59 
TROPICAN A 
ORANGE JUICE 
6 ; 
89 
MARGARINE 


1 Lb. 
Whipped 59 


* 
Rid-X 
For Septic Tanks 


1 L b 


P k y 
S J 59 


SE A SO N 'S FINEST FRUITS & VEGETABLES 
* 


I U S NO 1 ID A H O B A K IN G 
POTATOES » 


L U S C I O U S P L U M P RED TO K A Y 
* 
GRAPES 
35 


L A R G E S N O W W H I TE C A LIF 
CAULIFLOW ER 
,..6 9 ‘ 


Plus Deposit 


TA N G Y N U TR I TI O U S F R E S H 
PARSNIP 
„ 3 9‘ 


F IR M C R I S P W H I TE F L E S H E D TA STY F R E S H S M ITH 
^ 
TURNIPS 
„ .2 5 
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A Page Of Opi ni on 


Research Decline 


Although it remains popular 
in Congress and elsewhere to 
criticize defense spending, 
reports that the Soviet Union is 
pulling ahead 
in 
missile 
superiority are causing some 
searching 
looks 
at 
U.S. 
weapons research. 


The 
Pentagon 
says 
its 
research is falling 
behind, 
affected both by inflation and 
reduced appropriations. 


Defense Department of­ 
ficials might be suspected of 
trying to feather the nest, 


which is not uncommon in 
Washington, but they have the 
facts to support their claim. In 
the last decade total defense 
spending was declined by 
about one-fourth, with basic 
research down about 35 per 
cent. 


The picture is familiar. 
After 
each 
war, 
almost 
without exception, the nation 
has gone through a period of 
disdain for the military and 
neglect 
of 
defense 
preparedness. 


Kven 
with 
the 
an­ 
nouncement that the Soviets 
have 
demonstrated 
the 
capacity to launch from subs 
missiles capable of traveling 
almost 5,000 miles — twice the 
distance of 
the 
farthest 
traveling 
U.S. 
sub-based 
projectile — few alarms are 
sounded in the capital. 
A loud and clear warning is 
called for. The kind of military 
hardware stockpiled today in 
armaments closets does not 
permit much catching up once 
hostilities begin. 


G am e 


NEW YORK — How about Jerry 
f ord for the Carnegie Medal for 
Heroism? 
First citation: 
“ Gerald H. Ford, President of the 
United States, picked up his southpaw 
pen and performed one of Amrican 
history’s most valorous acts by signing 
his name to a proclamation pardoning 
former President Richard Nixon. 
In all the annals of Presidential 
pardons there has been nothing even 
approxim ating this single act of 
political courage. It was signed and 
sealed though he guessed at the time 
that it might cost him 20 points in the 
Gallup and Harris ratings. It did. Also 
it cost him the friendship of a lot of his 
old chums in the Congress — pals he 
was going to need badly to support him 
in his efforts to keep the U.S. from 
sliding further into the mire of the 
Nixon Depression. 
Furthermore, he absolved Nixon 
peremptorily after saying he’d wait for 
the outcome of court cases and sub­ 
poenas that had been served on the ex- 
Prez. On top of that, Ford excused 
Nixon for crimes which Nixon has 
never admitted he committed. 
Second citation: 
He had the raw courage to hold up 
the telecast of the third game of the 
World Series while he repeated a belt- 
tightening speech on the economy, 
rhat meant that he intruded on what 
about 80,000,000 Americans considered 
their civil rights — the right to see a 
ballgame. 
He did this in face of the terrible fate 
that befell “ Heidi,” when that juvenile 
telecast was put on the air before the 
conclusion of a soul-stirring and giz­ 
zard-shaking pro football cham­ 
pionship. 
Ford is the new Heidi. 
But surely he careth not a damn. 
He’s going to keep making that talk on 
the economy until he understands it. 


Presidents have been treating 
baseball with gloved-handed respect 
since 
old 
Clark 
Griffith 
of 
the 
Washington Senators invited President 
Howard Taft to throw out the first ball 
in 
1913. 
W ith 
the 
precedent 
established, 
few 
Chief 
Executives 
have dared reject an invitation to have 
their office exploited by a crassly 
commercial game. 
But some have liked it. Woodrow 
Wilson had managed the Princeton 
ball club at one time and knew the 
game well. After he left the White 
House, he’d frequently attend games 
at Griffith Park under extraordinary 
circum stances. His Pierce Arrow 
convertible would be driven on to the 
field and parked in foul territory 
between first base and right field. 
Wilson, immobilized by the stroke that 
had hit him while still in the White 
House, would watch the game from the 
back seat of the open car. A batting- 
practice catcher always sat on the 


ON TH E LIN E 
By BO B CONSIDINE 


front bumper of the car, to block any 
lines drives headed Wilson’s way. The 
ex-President whould not have been 
able to duck such shots, 
duck such shots. 
Warren G. Harding had once had a 
piece of a minor league team in 
Marion, O., and was as much of a fan 
as his predecessor. He kept a box score 
and downed bags of peanuts during a 
game. 
Calvin Coolidge was a real baseball 
square. Knew from nothing. At the end 
of the ninth inning of the seventh game 
of one of the most enthralling World 
Series ever played, the 1924 meeting of 
John McGraw’s Giants and young 
Bucky Harris’s Senators, and with the 
great 
(but twice-defeated) 
Walter 
Johnson coming in as a relief pitcher, 
and the score tied 3-3, Coolidge got up 
to leave. 
His wife grabbed him by the seat of 
the pants. 
“ Where are you going?” 
she 
demanded. 
“ Game’s over,” Silent Cal said. 
“ End of the ninth inning.” 
Herbert Hoover loved baseball. He, 
too, had been a college manager, at 
Stanford. One of his great anguishes as 
President was the day in 1931 when he 
appeared at Shibe Park to see a game 
between the Philadelphia Athletics 
and the St. l/juis Cardinals and the 


whole congregation rose to boo him 
and 
chant, 
“ We 
Want 
B e e r!” 
Prohibition still had its heel on the 
neck of the thirsty, and Hoover was 
blamed for everything in those dreary 
days. 
FD R was a jaunty fan. Did a lot of 
arm-waving and scorecard-fanning. 
Harry Truman could take it or leave it, 
but never dared miss an opening day to 
throw out the first ball. He was a 
switch-thrower: he alternated being a 
southpaw and a northpaw. 
Dwight 
Eisenhower 
stunned 
baseball to the roots by announcing he 
would not throw out the first ball of 
1953. Worse, he said he had a golf date 
that day. Fortunately for him, the 
game was rained out, so he made it to 
the ballpark the next day. Had he not, 
he, instead of a future in-law, might 
have become the second President 
ever impeached. 
JF K had played the game all his life, 
of course; L B J liked being the top 
banana in the Presidential box, 
surrounded by fellow politicians. 
Nixon, always pining to be one-of-the- 
t)oys, would never have thought of 
missing being used as a stooge, as long 
as there was a ballclub in Washington. 
Now along comes Jerry, the finest 
athlete ever to occupy the White 
House. And he pops up in the World 
Series. 
Business World 


By JOHN C U N N IFF 
A P Business Analyst 
NEW YORK 
(A P) 
- Debt re­ 
payments on installment loans are 
taking most of the discretionary in­ 
come of some consumers. layoffs are 
mounting. Factories are slowing the 
production lines. 
What do these characteristics 
suggest? 
W ell, 
certainly 
not 
a 
recession, if you use the standards of 
the administration. President Ford 
says there’s no recession. So does his 
commerce secretary, Frederick Dent. 
Earlier in the year Dent referred to 
the economic decline as an “ energy- 
crisis spasm.” I^ast week, after the 
third straight quarterly decline in the 
Gross National Product, he explained 
“ the spasm continues.” 
What really is occuring. Dent ex­ 
plained, is “ sideways waffling,” a 
term that will be variously interpreted 
as an effort to hide the truth, a lack of 
awareness, or a frightening attempt at 
euphony that recalls the reassuring 
statements of the early Hoover ad­ 
ministration. 
M ysteriously, the definition of 
“ recession” 
disappeared 
with 
the 
onset of what once used to be called 
recession. The most popular definition 
was two 
consecutive 
quarters 
declining Gross National Product. 
of 


They'll Do It Every Time 


MOßOPY APMITT6P WITH 
OUT Ties AMP JACKETS 


lü ? 1 


To date, the GNP has fallen for three 
straight quarters — 7 per cent in the 
first three months of 1974,1.6 per cent 
in the second three, and 2.9 per cent in 
the third quarter. 
Moreover, a further decline, most 
likely larger than that in the third 
quarter, is likely to occur in the final 
three months of the year. And a large 
number of 
responsible economists 
foresee a continued decline early in 
1975. 
Contributing to the decline is a 
slowing of factory operations. A 
Federal Reserve Board report reveals 
that plants operated at only 79.2 per 
cent of capacity in the July-September 
period, the lowest in two years. 
Lionel Edie, the economic consulting 
arm of Merrill Lynch, the broker, 
predicts the gap between potential 
GNP and actual G N P will be the 
widest since the 1930s by the middle of 
next year. 
At the same time, joblessness is 
moving sharply higher. It reached 5.8 
per cent of the labor force in Sep­ 
tember, and is almost certain to ex­ 
ceed 6 per cent in the fourth, or 
current, quarter. 
With an economy acting so badly and 
often so surprisingly, long-distance 
forecasts are dangerous to make. 
Many responsible 
economists 
are, 
however, suggesting that a rate well 
above 6 per cent might prevail early in 
1975. 
The strains of this deterioration are 
present in every middle and lower 
class family in America, especially 
since they are combined with a con­ 
sumer price inflation that leaped to 
11.5 per cent in the third quarter. 
Many families now are buried by 
their own mismanagement, having to 
use their income merely to pay old 
bills. Installment debt repayment in 
the second quarter hit 16 per cent of 
disposable income, highest ever. 
More 
significantly, 
that 
debt 
amounted to 45 per cent of dis­ 
cretionary income, or that income not 
autom atically committed to 
the 
purchase of necessities. 


School Superintendent 
O n Russian Tour 


MOSCOW (A IL -- Ohio School Supt. 
Martin Essex is in the Soviet Union 
heading a 12-member State Depart­ 
ment team conducting a two-week 
study of educational developments 
here. 
The delegation plans to observe 
nursery 
schools, 
kindergartens, 
elementary and secondary schools, 
vocational and technical centers, 
evening schools and universities. 


Today 
I n 
History 


By TH E ASSOCIATED PR ESS 
Today is Monday, Oct. 21, the 294th 
day of 1974. There are 71 days left in 
the year. 
Today’s highlight in history: 
On this date in 1805, an English fleet 
under I>ord Nelson defeated French 
and Spanish fleets off Spain’s Cape of 
Trafalgar, ending Napoleon’s power 
on the seas. 
On this date — 
In 1938, the Japanese captured the 
Chinese city of Canton. 
In 1944, in World War II, U.S. troops 
captured 
Aachen, 
the 
first 
large 
German city to fall to the Allies. 
In 1945, women voted for the first 
time in France. 
In 1967, thousands of demonstrators 
against the Vietnam War stormed the 
Pentagon in Washington, and at least 
250 arrests were made. 
Ten years ago: President Charles de 
Gaulle threatened that France would 
withdraw from the European Common 
Market unless agreement was reached 
on its agriculture program. 
F iv e years ago: 
W illy Brandt 
became the first Socialist chancellor in 
West Germany’s 20-year history. 
One year ago: The U.N. Security 
Council passed a joint U.S.-Soviet 
resolution calling for an immediate 
cease-fire in the war between Israel 
and her Arab neighbors. 
Today’s 
birthday: 
Former 
New 
York Yankee pitcher Whitey Ford is 46 
years old. 
Thought for today: He that will not 
apply new remedies must expect new 
evils 
— 
Roger 
Bacon, 
English 
philosopher, about 1214-1294. 
Editions 


Of The Past 


10 Y EA R S AGO 
1964 
An ordinance proposing to amend 
Circleville’s zoning law was held to 
first reading by city council. A public 
hearing on the amendment was con­ 
ducted in conjunction with the regular 
meeting. The primary issue concerned 
house trailers in the city. 


Three airmen stationed at Lock- 
bourne Air Force Base and a Cir- 
cleviile resident were arrested by the 
Pickaway County Sheriff’s Depart­ 
ment in conjunction with a burglary at 
the 
local 
American 
Legion 
Post. 
Walton 
Spangler 
was 
the 
county 
sheriff. 


l^awrence Reid was named to fill a 
vacancy on the Westfall Board of 
Education. He was the Muhlenberg 
Twp. clerk of trustees. 


The Goidwater Girls, under the 
direction of Mrs. Don Ringer, were to 
be included in the entertainment at the 
rally 
and 
covered 
dish 
dinner 
scheduled by the Pickaway County 
Women’s Republican Club. 
Runaw ay Bay Is 
Accurately Nam ed 


RUNAW AY BAY, Jam aica (A P ) — 
Runaway Bay on Jam aica’s north 
coast is said to have been named for 
the runaway slaves in the 17th and 18th 
centuries who fled to Cuba in canoes. 
Once they arrived, the Spanish would 
immediately baptise them so they 
couldn’t be returned to the “ British 
heretics” 
without 
imperiling their 
immortal souls. 
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d o . . . my ho mewo rk.” 


Speaking Of Your Health 


by lester I. Co lema n, M O. 


Polyps have been taken out of my 
nose three times. After the operation, I 
feel fine. Then the polyps return and 
my nose becomes blocked again. Why 
do they keep returning? 
Mr. T. L. T., Pa. 
Dear Mr. T.: 
Nasal polyps are caused by infection 
of the sinuses, allergies, or a com­ 
bination of both. 
Polyps are grape-like swellings in 
the inner lining of the mucous mem­ 
brane of the nose. 
When they grow large, they impair 
breathing through the nose because of 
their size. 
Immediately following surgery the 
free passage of air through the nose is 
so comfortable that many patients fail 
to return for further treatment. Herein 
lies the reason for the return of polyps. 
If the underlying allergy and sinus 
infection remains untreated, polyps 
will form again and continue to grow 
until they obstruct free breathing. 
It is important that the cause of 


polyps be treated after the polyps have 
been removed. 


My doctor refuses to give me water 
pills to lose weight. My friends take 
them and lose as much as three pounds 
a day. 
Miss F .E ., N .J. 
Dear Miss E.: 
Since you wrote this letter, have you 
noticed that those same friends have 
regained their lost weight? 
The temporary loss of weight by 
dehydration is not a substitute for loss 
ot weight by sensible dieting. 
Diuretics, or “ water pills,” are very 
valuable tools of modem medicine. 
They are carefully chosen for very 
specific conditions. 
They are not used casually by 
doctors. 
Unfortunately, many of these pills 
are purchased without prescription, 
and are traded by “ friends” who have 
no awareness of the fundamental 
principles of weight reduction. 


z) M an I n Uniform 


** 
By JIM BISH O P 


My brother John would look like a 
cop, even if he wore a grass skirt. The 
hard 
Irish kisser, the belly, the 
dignified swinging stride all spell 
“ fuzz.” And yet, in a family of 
policemen, he was always the softest 
touch. Grandpa Tier called him 
“ puddin’ head.” 
It is common for brothers to look 
different, to be disparate in their tastes 
and ambitions. We two, who huddled 
together on the cold nights for many 
years, could not be further apart. 
My mother told me that when he was 
almost two, he wet his pants. She was 
about to spank him when he shouted 
through tears, “ Jim did it in my 
pants.” A kid like that can’t be all bad. 
He had blondish wavy hair; mine 
was black. He had pink scrubbed skin; 
mine was dark. He had his friends; I 
had mine. Our parents were stem 
disciplinarians, but, when he played 
around a bonfire and mother smelled 
smoke on his good suit, I was hit for it. 
When I asked why, she said, “ You 
should have been watching him.” I 
was neat with my clothes and shoes; 
he wasn’t. Someone told him about 
girls and, overnight, he became the 
Beau Brummell of the neighborhood. 
Nothing was too fine for Johnny to 
wear, including my father’s best ties. 
Deep inside, he had a respect for the 
police uniforms worn by grandpa and 
my father. In addition, he was rank 
conscious. 
When he enlisted in the 112th Field 
Artillery, John was a rear rank buck 
private, but, when he had a formal 
photo made, he sewed sergeant’s 
stripes on. 
After that hitch, he enlisted in the 
Coast Guard and served aboard the 
destroyer “ Cassin” out of New Un- 
don. 
He 
walked 
head 
up, 
arms 
swinging in uniform. Like his brother, 
he made his youthful mistakes, but his 
best was when he had “ True U ve to 
Bubbles” tattooed on his arm. 
A lot of “ Bubbles” followed that 
Bubbles. I feel now that he made out 
better with girls because he was so 
courtly that he forced them to become 
aggressive. They were making bold 
moves and wondering why. 
He was painfully law-abiding. When 
the rest of us were jamming second­ 
hand accelerators to the floor, Johnny 
was doing 25 miles per hour, bestowing 
smiles on pedestrian girls who had the 
right attributes. 
If he was apposed to any specific 
thing, it was study. His sole aspiration 
was to become a policeman and buck 
for a pension. He met an attractive 
redhead named Anna Gryniak and, 
overnight, Johnny’s harem went down 
the drain. 
He became soulful. He went to 
church regularly. He even tried to 
learn Polish phrases so that he could 
impress Anna’s mother. Anna was a 
little more than attractive; she was 
ambitious. She didn’t think much of a 


policeman’s life. 
The marriage was in a church s 
Sixth and Cole Streets, and I couldn 
understand a word the priest sai 
whether it was in Latin or Polisl 
Anna’s father made pink gin for th 
reception. I almost fell in the brida 
veil when it was passed around. 
That was a long time ago. Thei 
three children have children. The; 
lived nice—not rich—and bought thei 
radios and furniture on the time 
payment plan. John became a railroai 
detective. 
He was happy. I was busy clawini 
my way to the stars. He finished i 
day’s work, had a good steamy dinner 
and sat holding Anna with one han< 
and a bottle of beer with the other. T< 
his way of thinking, this was thi 
ultimate; there was nothing further h< 
wanted out of life. 
Anna scrimped enough for a dowi 
payment on a house. She and Johnm 
lived upstairs. My sister Adele and hei 
husband lived downstairs. It is i 
symbol of John’s logic that when Adeh 
claimed a pipe was leaking from th< 
second floor down onto her brand nev 
wallpaper, John drew himself up to fui 
dignity. 
“ Adele,” he said. “ It isn’t leaking or 
anything upstairs, so you get it fixed.’ 
We were that kind of family. Througl 
the years, the most careful driver ir 
the world bought many cars. I cannot 
recall one that did not sustain a bustec 
transmission. John always had « 
friend who could fix it for half-price or 
his own time. 
When it was repaired, he drove ofl 
happily and, two blocks away, the 
transmission fell out. He had that kind 
of luck. Our lives are planets apart. 1 
have drive; he has none. But I wouldn’t 
trade him for the original Abel. 
Nine years ago, I asked Irving 
Cowan, president of the Diplomat 
Hotel and Country Club in Florida, to 
help Johnny attain his old ambition. If 
you get down that way, you’ll see him 
pacing his beat, a polite, slightly aloof 
man—in uniform. 
WTiatever he had in mind when we 
were kids, he finally made it . . . 
Subdivision G e ts 
W a te r A g a in 


N EW ARK, Ohio (A P) — Water 
service was restored today for the 200 
omes in the F orest Hills subdivision. 
Licking County Common Pleas 
court Judge Winston Allen Friday 
granted the City of Heath authority to 


uUf,P iu v ! Water and biU the Forest 
Hills Utility Co. for the service. 
Allen’s action followed failure of the 
company to comply with a court order 
issued Tuesday directing it to provide 
water to the subdivision. The state 
attorney general’s office filed con- 
L'mpi of court charges against the 
utility Friday. 
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City Teachers Attend 
In-Service W orkshops 
THE 
FAMILY 
LAWYER 


WORKSHOP—Du ring Thu rsday ’s in-serv ice day , Nicholas 
Driv e Elementary teachers participated in a workshop 
entitled Mastering The Basic Math F acts” . Shown with Dr. 
( harles \V. Smith Jr. of Ohio Univ ersity are Floreen Heeter, 
Mary Klsea, Beth Smith and Karen Adkins. 


Fhe ( irclev ille City Schools con­ 
du cted three workshops for all 
elementary teachers on Thu rsday . 
The workshop for primary teachers, 
“ Mastering the Basic Math Facts,” 
was condu cted by I)r. Charles W. 
Smith Jr., Associate Professor in the 
School of Cu rricu lu m and Instru ction 
at Ohio Univ ersity , and Dr. Pau l S. 
Malcolm, Assistant Professor in the 
Mathematics 
Department 
at 
Ohio 
Univ ersity . 
Em phasis was placed on ev ery -pu pil 
response techniqu es, techniqu es for 
total class inv olv ement, and m astery 
techniqu es in basic facts. 
Teachers were giv en m aterials and 
assisted 
in the constru ction 
of 
m aterials, games, and activ ities which 
they 
took 
back 
to 
their 
own 
classrooms. 
Weekend 
Traffic Toil 
Hits Only 4 


By THE AS S OCIATED PRES S 
Ohio 
motorists 
apparently 
hav e 
recorded one of their safest weekends 
of the y ear, following two of their 
deadliest. 
The Ohio Highway Patrol reported 
that only fou r persons died ov er the 
weekend, ty ing the third weekend in 
Janu ary and the fou rth weekend in 
Ju ne as the safest of the y ear. 
In contrast the first two weekends of 
October were among the y ear’s worst, 
with death tolls of 20 and 23, respec­ 
tiv ely . 
The weekend cou nt began at 6 p.m. 
Friday and ended at midnight Su nday . 
The dead: 
S UNDAY 
WAUSEON - Robert L. Uloth, 28, of 
Metamorah, in a two-car smashu p on 
U.S. 20 in Fu lton Cou nty . 
S ATURDAY 
CLEVELAND 
- 
Lou cinda 
Clev eland, 31, of Clev eland, in a one- 
car crash on a Clev eland street. 
SIDNEY - Ronald D. Hickman, 31, 
of Sidney , in a one-car accident on a 
Shelby Cou nty road near Sidney . 
OTTAWA — Daniel J. Niemey er, 19 , 
of Fort Jennings, when his au to 
crashed on a Pu tnam Cou nty road near 
Ottawa. 


Parent-T eacher 
Conferences Set 


Cou nty Su perintendent E dw ard 
Martin has annou nced that parent- 
teacher conferences are schedu led 
Monday in all the cou nty schools. 
Conferences will be held from 8 a.m. 
u ntil 3 p.m. in all bu ildings in the 
Logan E lm and W estfall School 
Districts. Teay s Valley District will 
schedu le conferences in the elemen­ 
tary schools from 8 a.m. u ntil 3:30 p.m. 
and the ju nior and senior high school 
from 2 u ntil 8 p.m. 
Parents are encou raged to arrange 
for conferences with their children’s 
teachers on that date. Stu dents will not 
be in attendance at any of the cou nty 
schools in order that teachers will hav e 
the opportu nity to discu ss stu dents’ 
progress with parents. 
Bu s driv ers will be attending a 
safety workshop for bu s driv ers at the 
Jackson 
E lem entary 
School. 
Registration will be 8 :30-9 a.m. with 
the program lasting from 9 u ntil 12. 
Arrangements for the program are 
being made with the cou nty office and 
the Div ision of Transportation, State 
Department of Edu cation. 


LOSE W EIG H T 
OR MONEY BACK 


O D R I N E X contains the most 
effective 
r e d u c in g 
aid 
available 
w ith o u t 
p r e sc rip tio n I 
One 
tiny 
O D R I N E X tablet before meals and' 
you want to eat less • down go your 
calories - down goes your weight ! 
Thousands of women from coast 
tt>coast report O D R I N E X has helped 
them lose 5. 10, 20 pounds in a short 
time - so can you. Get rid of ugly fat 
and live longer ! 
O D R I N E X must satisfy or your 
money will be refunded No questions 
asked 
Sold with this guarantee by 
W 


E V E R Y D A Y 
I S S A V I N G S D A Y - 
O N E V E R Y T H I N G 
AT R E V C O 


The workshop for u pper elementary 
teachers inclu ded a session entitled 
“ Using 
Positiv e 
R einforcem ent 
T echniqu es,’’ 
which 
introdu ced 
teachers to positiv e approaches which 
can be u sed in improv ing social and 
academic behav iors of stu dents. This 
workshop 
session 
was 
u nder 
the 
direction of P atricia Sou thw ard, 
school psy chologist; Gary Wasmer, 
principal at 
Nicholas 
Driv e; 
and 
Donald Metzler, elementary su per­ 
v isor. 
A demonstration lesson with 20 six th 
grade stu dents was made by Wasmer 
showing teachers different techniqu es 
of positiv e reinforcement. 


The final workshop session for u pper 
elementary teachers, entitled “IJiink 
Metric” , was condu cted by Danny 
Fou ts, ju nior high school m ath 
teacher. Teachers were introdu ced to 
the m etric u nits of measu rement. They 
participated in sev en different work 
activ ities which were designed to giv e 
teachers practical ex perience in u sing 
the m etric sy stem. 
Additional follow-u p sessions em ­ 
phasizing the u se of positiv e rein­ 
forcement and training with the m etric 
sy stem will be condu cted du ring the 
rem ainder of the school y ear. 
Fire Kills 
8 Persons 


By THE AS S OCIATED PRES S 
Flight persons died in hou se fires 
arou nd Ohio Su nday . 
Fiv e of the deaths occu rred in 
Colu mbu s in two separate blazes and 
three of the v ictims died in a fire at 
Montpelier in northwestern Ohio. 
William G. Bailey Jr., 3, his brother, 
Dav id, 2, and a halfbrother, Billy Jo 
Hiser, 6 , died in a fire in their home on 
Colu mbu s’ northeast side. .Firem en 
theorized the blaze may hav e been 
started by one of the children play ing 
with matches. 
A fire that lev eled a two-story fram e 
hou se on the near north side of 
Colu mbu s claimed the liv es of Henry 
and Callie Ix indru m, both in their 50s. 
Officials said they believ ed the fire 
started 
when 
a 
kitchen 
stov e 
ov erheated. 
At Montpelier, Dennis Hollstein, 26 , 
Ford 
H ollstein, 58 , 
and 
Connie 
Smethu rst, 18, died in a fire that of­ 
ficials said might hav e been arson. 


One winter’s day . Art, a teenager, 
was amu sing 
himself 
by 
hu rling 
snow balls at passing cars. One 
snowball missed its target and stru ck a 
pedestrian across the street, inju ring 
his ey e. Cou ld Art be held liable for 
assau lt and battery ? 


In a cou rt hearing, his lawy er said 
no. 


Art 
had 
no 
wrongfu l 
pu rpose 
toward this man,*’ went the lawy er’s 
argu ment. 
’Hitting him was pu rely 
accidental." 


Howev er, the cou rt ordered Art to 
pay damages. The cou rt inv oked the 
doctrine of “transferred intent,” by 
which an original wrongfu l intent—in 
this case, the desire to hit the passing 
car—was transferred to the accidental 
consequ ences. 
* 
This widely recognized doctrine is 
based on the law’s relu ctance to let a 
wrongdoer get off scot-free. It has ev en 
been applied in a case of mistaken 
identity . Thu s: 
A man sneaked u p behind another 
man, thinking he was an old an­ 
tagonist, and bashed him on the head. 
Actu ally , the v ictim happened to be a 
total stranger. 
Bu t that didn’t help the first man 
when he was haled into cou rt af­ 
terw ard to face a damage claim. 
Apply ing the doctrine of transferred 
intent, the cou rt had no trou ble finding 
him liable. 
On the other hand, the doctrine will 
not apply if there was no wrongfu l 
pu rpose in the first place. 
Su ppose, for instance, that a woman 
who is being chased by a mu gger 
throws a rock in his direction. And 
su ppose the rock misses the mu gger 
and hits an innocent by stander. 
Under these 
circu mstances, 
the 
woman cou ld not be held responsible 
for inju ry to the by stander, becau se 
she 
had acted 
in 
legitmate 
self 
defense. With no wrongfu l intent to 
begin with, there wou ld be nothing that 
cou ld be transferre d into legal 
liability . 
A Pick away Cou n ty Bar Assn ., An 
American Bar Assn ., an d Oh io S tate 
Bar Assn ., p u b lic service featu re b y 
Will Bern ard . 


Ban co rp o ratio n 
Declares Divid en d 


George Armstrong, president of The 
Ross Cou nty National Bank, an af­ 
filiate of American Bancorporation, 
has annou nced a 3 per cent stock 
div idend pay able to shareholders of 
American Bancorporation, Colu mbu s- 
based bank holding company . The 
Ross Cou nty National Bank has offices 
in Adelphi and Kingston. 
The stock div idend is pay able to 
shareholders of record Nov ember 30. 
The pay ment date is December 9 . 
Armstrong reported that net income 
of American Bancorporation reached 
$201,522 for the nine months ended 
September 30:, compared to $154,9 15 
for the same period in 19 73. Con­ 
solidated assets of American Ban­ 
corporation were $53 million as of 
September 30, an increase of 12 per 
cent from the y ear earlier figu re of $47 
million. 
The six affiliate banks and fou r non­ 
bank su bsidiaries of American Ban­ 
corporation reported consolidated 
operating earnings of $278,89 5 for the 
nine months ended September 30. 
Operating income was 54 per cent 
higher than 19 73 operating income of 
$818,008. Income before ex traordinary 
items was $.19 in 19 74, compared to 
$.13 in 19 73. 
TUESDAY NIGHT 


IS 
FAMILY NIGHT 
AT 


^ 
CCVEED WAKN STEAK-HOUSE • 


A Delicious Division of 
Van-Orr Foods 


STEAK DINNER 


INCLUDES: RIBEYE STEAK, BAKED POTATO, 
TOSSED SALAD, HOT ROLL AN D BUTTER. 


O N 
FAMILY NITE 
4:00 P.M. — 
9 :00 P.M. $ 1 2 9 


O n e M ile South of Circleville on U.S. 23 


Cuyahoga Race Hot, Heavy 


CIJCVELAND, Ohio (AP)— One of 
the most hotly contested races in Ohio 
this y ear is in the sou thern and western 
third of Cu y ahoga Cou nty , the 23rd 
District where v oters will elect a new 
congressman for the first time in 20 
y ears. 
Sev en candidates seek to su cceed 
Repu blican William E. Minshall of 
l^akewood, who is retiring. 
The campaign lines u p as a three- 
way battle. The principals are state 
Sen. Ronald M, Mottl, D-24 Parm a; 
state Rep. George E. Mastics, R-3 
C lev eland, and D ennis K u cinich, 
Clev eland cou ncilman who is ru nning 
as an independent on the premise that 
one cannot av oid W atergate-ty pe 
politics in either m ajor party . 
The contest also inclu des two at­ 
torney s and two bu sinessmen alike 
only in their determination to be giant 
killers. 
The fou r are Arthu r L. Cain of 
Strongsv ille, a patent attorney ; Boh- 
dan A. Fu tey of Parm a, director of 
C l e v e l a n d ’ s 
bi c e n t e n n i a l 
preparations; Hu gh J. Gallagher of 
l^akewood, a specialist in indu strial 
promotions, and William H. Maloof, a 
commercial parking lot owner. 
Mottl, 40, perhaps best known as the 
state senator who sponsored the Ohio 
lottery bill, wades into the fray with 
the backing of the state’s largest 
new spaper, the C lev eland P lain 
Dealer. A 16 -y ear v eteran of politics, 
Mottl has been a senator since 19 6 9 , a 
state representativ e and a Parm a 
cou ncilman. 
The 19 74 23rd District campaign 
centers on tactics to tilt su ccessfu lly 
against 
the 
twin 
w indm ills 
of 
corru ption in gov ernment and in­ 
flation. 
Mottl wou ld control prices, wages 
and profits and raise the personal 
federal income tax ex emption from 
$750 to $1,000. He wou ld u se receipts 
from an ex cess oil profits tax to 
finance research into alternativ e ener­ 
gy sou rces. 
Mastics, a state representativ e since 
19 6 7, is wont to appear on the doorsteps 
of 100 potential constitu ents on an In­ 
dian su m m er campaign Satu rday with 
his blonde wife, Carole, and one of fiv e 
children in tow. 
“Balance the bu dget,” he responds 
to y et another inflationweary su bu r­ 
banite. Mastics claims the U.S. debt at 
$500 billion is $9 0 billion more than the 
combined debt of the rest of the world. 
F'oreign and giv eaway s hav e cost the 
nation $22 million a day for nearly 30 
y ears, he say s. 
An act that bears Mastics’ name 
prov ides for dru g rehabilitation 
centers, dru g edu cation in Ohio schools 
and harsh pu nishment for peddlers. 
Mastics describes another of his 
bills, one dealing 
with cam pu s 
disorders, as one “to allow stu dents 
wanting an edu cation to get one 
withou t the disru ptiv e activ ities of 
radicals and trou blem akers.” 
Ku cinich, a three-term cou ncilman, 
who will tu rn 28 this month, wants to go 


to Congress Ralph Nader-sty le. He 
wears the epithet mav erick, applied by 
the media, like a battle ribbon. 
“Keep this in mind abou t y ou r 
story ,” he told a reporter as he ru shed 
ou t a door. “ I’m going to be probably 
the only independent in the cou ntry 
elected to Congress this y ear.” 
K u cinich offers a threepronged 
attack on what he sees as a tex tbook 
cost-pu sh inflationary spiral ; $10 more 
federal income tax ex emption for 
ev ery 1 per cent increase in the 
gov ernment’s price 
index ; 
ex port 
controls to minimize distortions in 
domestic m arket prices and a 9 5 per 
cent tax on ex cess corporate profits to 
force bu siness to increase sales by 
iowering prices. 
Bu t, it is in independence as the 
antidote to W atergate politics that 
Ku cinich feels he has a gu t issu e. 
“ W atergate happened to hit the 
GOP, it cou ld hav e hit either party ,” 
said a Ku cinich staffer. “ Ev ery body 
ru nning for any thing this y ear is hold­ 
ing ou t the image most closely linked 
to D ennis—cou rageou s, ou tspoken, 
mav erick popu list. 
“ Dennis wants to go to Washington 
to show we can learn from W atergate, 
as the gu y who won’t play by the cozy 
ru les of the clu b, the gu y nobody can 
shu t u p.” 
Ku cinich’s legal fight to ov ertu rn a 
$9 8 million Ohio Bell Telephone Co. 
rate 
increase 
went 
to 
the 
Ohio 
Su preme Cou rt this month. 'Hie su it 
challenges the u tility ’s right to set 
rates based on reconstru ction costs 


that au tomatically escalate with in­ 
flation. 
l-ast month he won headlines as 
chairman of a cou ncil committee 
whose inv estigation of conditions at 
the W arrensv ü lê workhou se resu lted 
in resignation of the city health 
director and replacement of the work­ 
hou se commissioner. 
His m ajor party opponents ey e 
Ku cinich respectfu lly for another 
reason. Minshall rarely had real op­ 
position in winning 10 consecu tiv e 
term s in the Hou se u ntil 19 6 9 , the y ear 
of the Nix on landslide, when Ku cinich 
cu t ihe v eteran’s plu rality to 2 per 
cent. 


Read The 
Classifieds 


For the 
Custom er 
In a H urry ... 


T H E 
SA V IN G S 
AUTO BANK 
M EM BER FDIC 


DO YOU 
HAVE A . . . 


SHARFF’S CHARGE? 


FILL IN THE COUPON BELOW 


-------------------- 


1 N A M E ................. 
| 


I 
| A D D R E S S .................................... | 


I CITY ............ 
| 
I P H O N E ............................ 
I — — — — - — 
A Am 
,Jk „A. 4 m 
M AIL COUPON TO 
SHARFFS FASHION 
jj* 
106 W. M A IN ST. 
CIRCLEVILLE. OHIO 


>> r r r n T<’ - 
OR BRING IT IN YOURSELF 


Some of America’s most beau tifu l resort areas lie along the Atlantic Coast. Anti no 
one wants to mar their beau ty . It's mu ch too v alu able a natu ral resou rce. 


Bu t, there’s another trem endou sly v alu able natu ral resou rce ov er the hori/on along 
the A tlantic Coast. Energy . Energy that is desperately needed to help ease 
ou r nation's worsening energy crisis. 


We mu st not sacrifice one resou rce for 
the other. 


And we needn't. M odern techniqu es for 
u nder-water drilling and deliv ery of fu el hav e 
elim inated the danger of permanent 
env ironm ental dam age. An offshore drilling 
rig w on't ev en be seen from the shore. 
Anti offshore produ ction will redu ce the 
need for increased tanker traffic. 


All dom estic sou rces of energy mu st be 
dev eloped to meet ou r growing national 
fu el needs. The potential of the A tlantic ou ter 
continental shelf is great and can be realized 
in an env ironm entally safe manner. The 
A tlantic coast areas depend on a prosperou s 
America. And a prosperou s America 
depends on energy . 
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Since 1 9 68 . 
( o lu m h ia ( ias has 
~ \ \ \ 
been participating in 
cosily geophysical surveys 
oil the Atlantic ( oast. I he t est s 
ranee from North ( arolina to N o v a 
Scotia. VVc’ve also joined a 2^ m illion 
dollar drilling exploration 
p rogram oil C a n a d a 's east coast, 
a prom ising source of clean, natural 
gas to help case the energy crisis. 


LUMBIAGAS 


G as is p reciou s, p u re en ergy . . . u se it w isely. 
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Keep America 
b eau tifu l, b u t k eep 
America alive! 


Hu ffe r-Ma rx 
En g a g e me n t 


Is An n o u n ce d 


Mr. an d Mrs. Hu gh A, Hu ffer, Ro u te 
1, 
Ashv ille 
a re an n o u n cin g the 
en gagemen t o f their dau ghter, Can ­ 
dace Ly n n , to Albert Jo sep h Marx , so n 
o f Mr. an d Mrs. Albert F. Marx o f 
McKees Ro ck s, Pa. 
Miss H u ffer atten ded O tterbein 
Co llege in Westerv ille, Ohio an d the 
Un iv ersity o f Sego v ia in Sego v ia, 
Sp ain . She is p resen tly emp lo y ed as an 
airlin e ho stess fo r Alleghen y Airlin es, 
based in Pittsbu rgh, Pa. 
Her fian ce is a gradu ate o f Trian gle 
Scho o l o f Draftin g in Pittsbu rgh an d is 
p resen tly emp lo y ed in secu rity at the 
Pittsbu rgh In tern atio n al Airp o rt. 


Ca le n d a r 


MONDAY 
Berg er Ho spital Guild 40 , 8 p.m. in 
ho me o f Mrs. Ralph Mo rehart, 456 
Edwards Ro ad. 


Lio ns Aux iliary 7 p.m. at Wardell’s 
Party Ho me. 


Nig httime Baptist Wo men 7 p.m. at 
ho me o f Mrs. Bery l Ash, Ro ute 4. 


TUESDAY 
Circlev ille Chapter 90 OES 8 p.m. in 
Maso nic Temple. 


Pickaway Co unty Reg istered Nurses 
Assn. 8 p.m. in g uild ro o m at Berg er 
Ho spital. 


Circlev ille Branch AAUW 8 p.m. in 
meeting ro o m o f Histo rical So ciety . 


Berg er Ho spital Guild 27, 8 p.m. in 
ho me o f Mrs. Vincent DeFrank, 6 80 
Hawtho rne Driv e. 
Beta Rho Chapter o f Delta Kappa 
Gamma 
So ciety 7 :3 0 
p.m. 
in 
Lutheran Church parlo r. 


WEDNESDAY 
Child Adv ancement Club 8 p.m. in 
meeting ro o m o f Pickaway Co unty 
Histo rical So ciety . 


Deercreek Variety Ho memakers Club 
8 p.m. in ho me o f Mrs. Ernestine 
I^ewis, Ro ute 1, Williamspo rt. 


THURSDAY 
FOE 6 85 Aux iliary 8 p.m. in Aerie 
Ho me, 13 5 E. Main St. 


Berg er Ho spital Guild 2 9, 8 p.m. in 
ho me o f Mrs. Richard Hildenhrand, 
Ro ute 4. 


COOKING 
IS FUN 


! « C L & * 


A SMALL 


D E P O S IT 
H O LD S AN Y 


G I F T 
’TIL C H R IS T M A S 


Ch o o se n o w fro m o u r 
b rim m in g sto cks, d o n 't 
b e a h u rrie d Sa n ta in 
De ce mb e r. Use o u r fa ­ 
mo u s La ya wa y Pla n ... 
it ma ke s sh o p p in g a 
p le a su re . 


% J e a V b c b r s 


(A(ß) 


Society Pa ge 


News Of In terest To Wo men 


T he C ircle ville He ra ld , M o n d a y O c to b e r 21 , 1 9 7 4 
Derby News 


MILS. GKORGIA SWKKT, 8 ÎHÎ-2462 


Dea r Ab by: 


By A b ig a il Va n Bu re n 


Pre g n a n t Da u g h te r Re fu se s To We d 


By C K U Y B R O W N S T O N E 
AP f o o d Editor 


Fish Supper 
Fish fillets, po tato es, brussels 
spro uts and carro ts, salad bo wl, bread 
tray , jellied fruit bev erag e. 


Brussels Spro uts And 
Carro ts 
Fro zen and fresh v eg etable co m­ 
binatio n. 


1 0 -o unce packag e fro zen 
baby 
Brussels 
spro uts, 
medium 
carro t, 
pared and thinly sliced (Vz cup) 


l l£ teaspo o n co rnstarch 
Vz cup milk o r lig ht cream, salt and 
white pepper to taste 
Co o k the spro uts acco rding to 
packag e 
directio ns, 
but 
after 
separating add the carro ts; drain if 
necessary . In a 1 -quart saucepan 
g radually stir the milk into the co rn­ 
starch, keeping smo o th; co o k o v er 
mo derate heat, stirring co nstantly , 
until thickened and bo iling ; add 
spro uts and carro ts and salt and 
pepper; reheat. Makes 4 serv ing s. 


DEAR 
ABBY; 
My 
dau ghter 
gradu ated fro m co llege. With ho n o rs, 
y et, bu t listen to what this du mbbell 
did. She mo v ed in with her bo y frien d 
with the u n derstan din g that if they 
bo th decided they were right fo r each 
o ther they wo u ld get married. 


No w she thin k s she’s p regn an t, bu t 
she has n o t to ld her bo y frien d becau se 
she wan ts him to m arry her fo r 
HERSELFn o t becau se there is a baby 
o n the way . Hav e y o u ev er heard o f 
su ch 
stu p idity 
fro m 
a 
co llege 
gradu ate? 
Than k Go d we do n ’t liv e in the same 
city becau se I k eep thin k in g o f thin gs 
I’d lik e to say to her an d it’s gettin g 
harder an d harder to k eep my mo u th 
shu t. 
I wish I co u ld talk so me sen se in to 
that girl’s head. She n ev er misses y o u r 
co lu mn . May be y o u can . 
TEARING MY HAIR 
DEAR TEARING: Yo ur daug hter 
hasn’t asked me fo r any adv ice, so I’m 
no t abo ut to g iv e her any . But I hav e 
so me fo r y o u. Quit tearing y o ur hair 
o v er a g ro wn daug hter o f leg al ag e 
who is determined to liv e her life the 
way she wants to . It’s her priv ileg e. 
Rig ht o r wro ng . 
DEAR ABBY: I am the mo ther o f 
two 
children 
u n der 
fiv e. 
I 
was 
m arried, bu t it didn ’t wo rk o u t. 
Fo r a y ear n o w I hav e been go in g 
with a v ery n ice an d lo v able o lder 
man . My o n ly bad break is that he is 
m arried an d liv in g with his wife. 
He say s he lo v es me v ery mu ch an d 
o n e day will m arry me, bu t right n o w 
he feels so rry fo r his wife an d he can ’t 
talk div o rce to her o r she will crack u p . 
(She’s n o t v ery stro n g. They hav e fiv e 
k ids.) He tells his wife he’s wo rk in g 
late an d co mes o v er here fo r su p p er 
n early ev ery n ight. My k ids call him 
“ D addy ,” 
bu t 
the y ’re 
co n fu sed 
becau se when they go to bed at n ight 
their ‘Daddy ’’ is here, bu t he’s n ev er 
here when they wak e u p in the m o rn ­ 
in g. 
I hav e n o o n e to talk to abo u t this. My 
m o ther wo u ld n ev er u n derstan d. 
Please adv ise me. 
IN IX)VE 
DEAR IN: I think y o u’re wasting 
y o ur time. Get smart and say g o o dby e 
to this part-time “ Daddy .” LiOo k fo r an 
unattached man y o ur kids can say 
“ Go o d nig ht” and “ Go o d mo rning ” to . 
DEAR ABBY: I am writin g this in 
u tter disgu st fo r the way gu y s are 


startin g to dress n o w. It m ak es me sick 
to my sto mach to see men walk aro u n d 
in p latfo rm sho es an d midriff blo u ses 
with their n av els sho win g! What o n 
earth wo u ld m ak e a man wan t to dress 
that way ! 
Are p eo p le so tak en in by the weirdo 
fashio n design ers that they will bu y 
an y thin g as lo n g as it’s n ew an d 
co n sidered “ in ” ? 
I do n ’t min d a little imagin atio n 
in m en ’s wear, bu t so me o f these 
flo wered shirts an d femin in e lo o k in g 
du ds are ridicu lo u s. Men do n ’t lo o k 
lik e men an y mo re. 
No w that I go t this o ff my chest, I 
feel better. 
FEMALE 
DEAR FEMALE: No t ALL men are 
buy ing the abo v e-described attire. And 
as fo r y o ur co mplaint abo ut men no t 
lo o king like men, co uld it be because 
so me WOMEN lo o k like men? 
CONFIDENTIAL TO “ LU WITH A 
LULU OF A PROBLEM” : Yes, fo r 
ev ery pro blem there IS a so lutio n-ev en 
if it’s o nly learning to liv e with it. When 
y o u pick a lemo n, make lemo nade. 


0 
Co n se rva tio n 
Pro mo te d 


CINCINNATI, Ohio (AP) - The 
refu sal 
o f 
A m erican s 
to 
m ak e 
n ecessary sacrifices has co n tribu ted to 
the n atio n ’s wo rsen in g in flatio n an d 
en ergy sho rtages, a federal tran s­ 
p o rtatio n ex p ert to ld an area co n ­ 
feren ce here Friday . 


“On ce the o il began to flo w again , 
ev ery bo dy fo rgo t there was a crisis," 
said Jo hn E. Hirten , dep u ty 
ad­ 
m in istra to r o f the 
U rban 
M ass 
T ra n s p o rta tio n A dm i n i s t r a t i o n 
(UMTA). 


He said a m ajo r step to ward easin g 
o il sho rtages co u ld co me fro m "a 
balan ced, 
in tegrated 
in term o dal 
ap p ro ach to u rban tran sp o rtatio n . 
“We are cu rren tly dep en den t u p o n 
fo reign p etro leu m so u rces fo r 25 p er 
cen t o f o u r n eeds, an d it is p ro jected to 
in crease between 48 an d 50 p er cen t in 
19 80,” Hirten said. 
“Ev en at 19 73 p rices this wo u ld hav e 
thro wn o u r balan ce o f p ay men ts way 
o u t o f lin e, bu t with cu rren t in creases 
it can hav e disastro u s resu lts,” he 
said. 


The sy mp athy o f the co mmu n ity is 
ex ten ded to the relativ es o f Ro bert 
Mo u ser, 77, o f Clev elan d, who p assed 
away o n Mo n day . 


He was bo rn n ear Ix in do n an d liv ed 
his early life in the area. He leav es 
n u mero u s frien ds an d relativ es here. 
He was the bro ther o f the late Flo y d 
Mo u ser. 


The Derby Un ited Metho dist Chu rch 
Wo men ’s Circles are sp o n so rin g a 
clu b p arty lu n cheo n giv en by Big Bear 
Mo res o n No v . 11 at 11:4 5 a.m . at the 
Chu rch in Derby . Tick ets are av ailable 
fro m an y Chu rch m em ber o r co n tact 
Mrs. Jo sep hin e Co x , 86 9 -2402 o r Mrs. 
Martha Jo Liff, 877-49 9 2. 


Members are ask ed to brin g a do o r 
swag o f dried m aterials they hav e 
made to be ju dged by the members. 
Prizes will be awarded. The meetin g 
will be (Jet. 28 at 7:3 0 p .m. at the 
Chu rch. 


Us e The Cla s s ifieds 


W ha t W ill 
Pla y boy s Do Now? 


SALISBURY, 
Rho desia (AP) 
- 
Rho desian cen so rs hav e p erman en tly 
ban n ed the magazin e Pen tho u se. Un til 
n o w co p ies o f the p u blicatio n hav e 
been p ro hibited mo n th by mo n th. 


Derby Garden Clu b m em bers are 
remin ded that the Octo ber meetin g 
will be a gu est n ight. Mrs. Shirley 
McPherso n will talk abo u t care an d 
gro win g o f p eren n ials. 


You A re C o rd ia lly 
INVITED 


To Do All Your 
SA VIN G HERE! 
The 
SCIOTO BUILDING 
& LOAN CO. 


1 5 7 W. Ma in St. 


HE MOST 
TALKED ABOUT 
NEW 
TIMEPIECE 
N THE 
WORLD 


HEADQUARTERS FOR 
BABY CLOTHES 


W e H a v e a N ice S electio n 
o f W a rm C lo th in g 
Including: 
TURTLENECK SWEATERS 
CO-ORDINATED TOPS 
PANTS 
WARM COATS 
1 2 M o . to Size 12 


M IX ’n M A T C H 
Bester /¡to to tf 


He WOULD 
^fd ld ærâ cWia r- 


Stop In a nd 
Choos e from 
a La rge Va riety 
of Winter Clothes . 


WE HOLD LAY-AWAYS 


LAMP POST 
YOUTH CENTRE 


1 1 9 E. M a in St. 
C irc le v ille 
Phone 4 7 4 - 4 9 4 7 


our 
“er 
L C D 
SOLID 
STATE 
QUARTZ 


See the numbers form 


ma gica lly 


before y our ey es — 


rea cting to the electronic 


puls es . There a re no mov ing 


pa rts —nothing to wea r out in 


this fa mous liv ing wa tch. It's 


a timepiece— a n ex tra 


ordina ry gift tha t s a y s 
top 


im porta nce to ev ery one — 


ins ta ntly . With integra l bra celet 


$2 7 5 With s tra p $2 5 0. See it! 


T. K. BRUNNER 
AND SON 
JEWELERS 


1 1 9 W. Ma i n St. - EST 
1 8 5 4 
JCPen n ey 


20% off a ll 
1.29 pa ntihose. 


Sale Prices 


In Effe ct 


Mon, th ru Wed. 


Th is we e k yo u ca n sto ck u p o n p a n tih o se 
a n d sa ve 20% b e sid e s. Ch o o se fro m a ll 
style s re g . p rice d a t 1.29 a p a ir, in clu d in g 
a ll sh e e r sa n d a lfo o t, re in fo rce d p a n ty 
a n d to e style s a n d mo re in o u r o wn 
stre tch n ylo n , Fle xxtra *. Po p u la r co lo rs 
in a size to fit yo u . 


P S i 
'■■■■■ 
Vf 
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■ 
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No Clubs To 
Join 


No Memberships 
To Buy 


No Fees To Pay 


U.S.D.A. CHOICE 
BEEF HALVES 


FREE 


Cutting & W rapping 
m 
L 


lu ll Êuàk Ai.» lu i* ,l i U 
it ^ 


This Coupon is Worth 


10-lb. BACON 


for calling for an 
Appointment within 2 4 hrs. 


With Purchase of Beef Order 


✓-^i^wr'i'iip ,''^’'''»'»Fiil'warwr» ir« iwiii im im p 
y 
y ip , % v rariffH 
, 
y y 
s r th v ^ 
<£ 
: 
nnnimm 
MEAT MASTERS 


CALL COLLECT 


Hind Q uarter 
Round 
& Loin 


Weights 290 lbs.-450 lbs 


Front Q uarter 
Rib & 
Chuck 


6 0 D AYS 


Sam e A s 


CASH 


No Interest 


CHARGE IT 
Here's how it works, 
6 0 d ays sam e as cash 
paym ents. 30 days 2 
part — first paym ent 
in 30 days - or take 
up to 12 m onths to 
pay. 


m I 


64 Ibs. of 
PORK *15 


20 Ibs. Pork C h o p s......... *5*° 


10 Ibs. H am .................... *2 90 


10 Ibs. Bacon................... »0 90 
1 
Mm 


10 Ibs. Sau sage....,......... ¡2 90 


14 Ibs. Chicken............... 


Total 6 4 Ibs. 
Total 
| 
SPECIAL 
BO N U S OFFER 
With Purchase of 300 Ibs. or More 
of Trimmed Beef Order. 


BEEF 
LOIN 


Small Freezer SPECIAL 


U.S.D.A. Choice Steak and Roast Section Wt. 60-150 lbs. 


C 


All Meats Guaranteed 


for Tenderness and 


Flavor. No Time Limit 


- No Questions Asked 


■Bgjy 
M 


lb. 
m o ibs. 
Avg. Wt. 


Rib S te a k s 
B B Q S te a k s 
Sw iss S te a k s 
A N D 


Club S te a k s 
O v e n R oast 
A rm R oast 
M O R E 


B o lar S te a k s 
Pot Roast 
G ro u n d Beef 
free cutting and w rapping 


CALL NOW FOR APPOINTMENT 773-2603 


ALL MEAT CUSTOM 


CUT BY 
APPO INTM ENT 


U.S.D.A. CHOICE 
HIND QUARTER 


Sirloin Steaks 
Rum p Roast 


Porterhouse Steaks Top Round Steaks 
T-Bone Steaks 
G round Beef 
Loin Steaks 
Bottom Round 
A N D MORE I 
Steaks 


c 


lb. 


F R E E Cutting & Wrapping 
wts. 130-225 Ibs. 


Bi l l y Joe’s Meats 
147 E. M A IN 
CHILLICOTHE, O H IO 
773-2603 
Hours: Mon.-Fri. 10-8 Sat. 10-6 
OUT OF TOW N 
CALL COLLECT 


U.S.D.A. CHOICE 
SELECT 


CUT ORDERS 


WÊk wm 
to 
lb. 


A ll Wts. A vailable 
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Campus Notes 


Carol Kirkwood Bowers, daughter ot 
Mr. and Mrs. David Kirkwood, South 
Solon, received her bachelor of science 
degree from Wilmington College this 
month. She is the wife of Robert 
Dehaven Bowers II and resides at 
Ijaurelville. 


at the Ohio Theatre in Columbus on 
Oct. 31. 


Miss Deborah Iiee Brian has been 
formally pledged to Kappa Chapter of 
Phi Mu Sorority at the University of 
Tennessee-Knoxville, Miss Brian, 
daughter of Mr and Mrs. Ben F. Brian 
Jr., 
is 
a 
sophomore 
in 
civil 
engineering. 


Currently serving as a student 
assistant in the admissions office at 
Marietta College is Miss Shelley May, 
daughter of Mr. and Mrs. Roger H. 
May, Route 1. 
In addition to her secretarial duties, 
Miss May also conducts tours of the 
campus for prospective Marietta 
students. A 1972 graduate of I/)gan 
Elm High School, Miss May is also the 
rush chairman for the Alpha Xi Delta 
sorority and a representative to the 
Panhellenic Council. 


Kidney Unit 
Needs Coupons 


amx] cto a i c-v 
Setty Crocker coupons are still being 
Y 
accepted by the local Kidney Foun- 
IJnon tho rpfpnt siircpccful pom* 
dation. Ixtcal chairman, Helen Knece, 
plction o fth eA n ierican So ciety^ f 
people in the area to save 
Clinical 
Pathologists 
Registry 
coupons found on Betty Crocker foods 
Examination, Miss Ann Straley is now 
f»r redemption to help the Kidney 
a 
certified 
medical 
laboratory 
foundation. 
technician. 
Pick-up places in the area are Revco 
. 
. . „ 
„ . 
Drugs, the Circieville Police Depart- 
She graduated from Columbus 
ment, Salvation Army, Bingman 
♦ 
Institute 
in 
medical 
Drugs, Senior Citizen Center on 
laboratory technology during com- 
j^ricaster Pike, and Risch Drug, 
mencement exercises held at Battele 
senior citizens are helping with 
ut ltorium on Sept. 14. Miss Straley is 
^e project by trimming the coupons 
now employed in the laboratory at Mt. 
for redemption. The Betty Crocker 
Carmel Medical Center. 
Company refunds one tenth of the face 
She is a 1972 graduate of Westfall 
value of the coupons for the foun- 
High School and the daughter of 
Mr. dation. 
and Mrs. Warren G. Straley. 
Thirteen home kidney machines plus 
-------- 
two hospital dialysis machines have 
Marietta College senior Tom Bowers 
been purchased by the local Kidney 
of Circieville has been selected as 
Foundations through the collection of 
assistant in the Dawes Memorial 
the coupons. Dialysis machines have 
library at MC. 
been sent to Riverside Methodist and 
A 1971 graduate of Circieville High 
University Hospitals by the local 
School, Bowers is the son of Mr. 
and chapter. 
Mrs. 
Richard Bowers, 921 
Circle 
Equipment is now needed to help 
Drive. 
operate these machines. Mrs. Knece 
Majoring in accounting, Bowers is a 
also advises that cards are available 
member of the college’s economics 
upon request from her for kidney 
and 
business 
administration 
donations. 
honoraries, Tau Pi Phi and Omicron 
Kidney disease is one of the greatest 
Delta Epsilon. 
killers in the world today especially in 
-------- 
young people but through the work of 
W. David Winner, son of Mr. and 
the Kidney Foundation, many of these 
Mrs. Marshall W. Winner, 150 Watt St., 
people 
can 
be 
saved 
to 
enjoy 
was selected recently as a member of 
productive lives, 
the Ohio University Marching Band of 
1974-75. Auditions were held on the OU 
H 
f t C 
f t i 
I 
campus at the annual marching band 
I 
I 
pre-school camp during the middle of 
, 
September. 
N 
6 
W 
S 
Winner, who plays trombone in the 
band, is in his third year at OU and his 
ADMISSIONS 
second year in the marching band of 
Kenneth Sowers, 108 Parkview Ave. 
OU. He is a 1972 graduate of Circieville 
Eoris Rossiter, Kingston 
High School. 
Mrs. Robert Reeser, Route 5 
Among the appearances scheduled 
Amos Chaney, 1108 S. Washington St. 
this fall for the Marching Men of Ohio, 
Miss Kathaleen Rainey, Route 2, 
in addition to their regular five-game 
Ashville 
home schedule, were performances at 
Mrs. Donely Teets, Ashville 
Kent State University and a CBS 
Mrs. George Trego, 467 Stella Ave. 
nationally televised performance at 
DISMISSALS 
the halftime of the Cleveland Browns- Mrs. Stephen Hoggatt and daughter, 
Cincinnati Bengals game in Cleveland 
Amanda 
on Oct. 13. 
Mrs. Jean Albert and son, Circieville 
They will present an indoor concert 
Mrs. Florence Wise, 146 E. Franklin 
St. 
William Scott, 322 Mingo St. 
Mrs. James Mogan and son, 202 
Keeping Score 
Logan st. 


On The Rainfall 
Appeals Board 


M eeting Set 
Rainfall for 48 Hour Period 
Ending at 8 a.m................................43 
A zoning appeals board meeting will 
Actual since Oct. 1 ...................... L36 
1)0 held 8 P m- Thursday in the 
Normal since Oct. 1 
1.60 
Washington Township House, an- 
BEHIND .24 INCH 
nounced by Jay White. 
Actual since Jan. 1................. 33.16 
Public is invited. 
Normal since Jan. 1 
33.51 
a 
a 
a 
. 
a 
a 
+ 
+ 
+ 
River 
.......................................2.70 
w t w t wC 
~ 
^ 
|;S * 
w in d s h ie ld s 
* 


Firemen Answer 
£ 
INST*LUB 
I 
Early Call * 
PLEX-0-GLASS 
* 


An early morning call at 1:45 a.m. 
^ 
PhOllG 474-5631 
y^. 
Sunday was answered by the Cir- 
^ 
P f l D H f l N J Q 
cleville Fire Department. 
^ 
U 
U M 
f U l l O 
Firemen spent 50 minutes at 1238 
^ 
M ain and Scioto 
yL 
Turner Drive where a transformer 
w 
w 
w 
w 
w 
w 
w 
w 
w 
behind the house was overheated. 


■ COMPLETE SELECTION OF FINE 
■ 
■ FOODS FROM OUR BUFFET - 
■ 


■ ALL YOU CAN EAT. . . 
■ 
■ 
AT ONE LOW PRICE 
■ 


■ 


HOURS: Mon.-Thurs. 11:00-2:00 and 5:00-8:30 
■| 
Fri. 11:00-8:30 Sat. 11:00.2:00 and 5:00-8:30 
“ 
Sunday 11-8:30 


BRING THE FAMILY! 
, 


RESTAURANTS ■ 


Paperwork 
Swamping 
Policemen 


CLEVELAND, Ohio (A P )~ Police 
say thousands of unfiled and un­ 
transcribed 
crime 
reports 
are 
delaying some investigations here by 
more than a month. 


Officials estimate 3,000 reports 
telephoned in by police officers are 
waiting to be typed and turned over to 
detectives for investigation because of 
a shortage of typists. About 30,000 
completed reports are stacked at 
Central Police Station awaiting filing 
because of a shortage of clerks. 
Until copies of the reports are made, 
insurance companies will not pay 
claims for stolen properties and the 
state will not reimburse victims of food 
stamp thefts, police say. 


Police Lt. James Birmingham said 
the department has 29 women to take 
care of records, 10 less than the min­ 
imum needed to make the system 
work. 
Uncompleted reports also keep 
police from spotting patterns such as 
27 cars damaged and buglarized in the 
first district Sept. 25, Birmingham 
said. Those reports were not typed 
until last week. 
A force of temporary office workers 
has been hired to work on the backlog, 
while others try to keep pace with the 
800 new cases reported daily, Birming­ 
ham reported. He said the staff is 
transcribing the backlog at a rate of 
160 cases a day but might have to be 
kept longer than expected. 
The department hired 11 new typists 
recently and is looking for n ore, he 
added. 


Man Makes Own Electric Car 


ALBUQUERQUE, N.M. (AP) - 
Dick Bassett says he took a basket of 
surplus military electrical parts and a 
junk auto body and turned them into a 
little electric car that hums along at 40 
miles an hour for up to 50 miles. 
“ My wife and daughters drive it 
continuously,” he said. "It's an awful 
lot cheaper than a gasoline-driven car. 
“ The idea of an electric car isn’t 
anything new, but putting one together 
and driving it around town sure is,” 
said Bassett, 48, an engineer at Sandia 
laboratories. 
Bassett said the car costs a little 
over half-a-penny per mile to operate, 
based on the current price of elec­ 
tricity. He said he has about $1,000 in­ 
vested in the car. Nearly threefourths 
of the cost is in the 10 lead-acid storage 
batteries, five each in what bad been 
P a l m 's L i q u o r 


P e r m i t S u s p e n d e d 


The Pickaway County Common 
Pleas Court affirmed the suspension of 
liquor permit C-l-2 from Palms Sales, 
Inc., 475 East Main St., for selling and 
furnishing beer to a minor Jan. 18 of 
this year. 
The suspension, 
according 
to 
Richard Guggenheim, Director, Ohio 
Department of liquor Control, was 
effective noon Oct. 16 for 14 days, 
ending noon Oct. 29. 


Library Announces 
Program Topic 


The 
Pickaway 
County 
Public 
Library adult program 1:30 p.m. 
Tuesday will be “ Natural Childbirth” . 
Patricia Meyer, RN, will the 
speaker. The story hour for children 
will also be at 1:30 p.m. 


the car’s engine and trunk spaces. 
“ It’s a weird feeling, sitting at a 
stoplight in the car. When the ac­ 
celerator isn’t depressed, there’s no 
sound. No power is consumed. You 
always wonder if you’re really going to 
move when you hit the pedal,” Bassett 
said. “ My wife has a problem with it 
while shopping. People in parking lots 
constantly walk in front of the car, 
because they can’t hear it coming. 
“ We also have trouble getting ser­ 
vice at drive-in bank windows, because 
tellers depend on an intercom to alert 
them that a customer is coming. We 
usually wind up blowing the horn.” 
The idea of the car, he said, had been 
in the back of his mind a long time. 
“ I really decided to do something 
about it when the energy crisis came. 
The car body had to be light and boxy, 
so I bought a 1963, four door foreign 
compact sedan. I began by stripping 
everything out of the car—motor, 
radiator heater, hoses, the works. 
“ It weighed about 1,595 pounds to 
begin with. I stripped about 300 pounds 
off of it,” Bassett said. 
He acquired a surplus aircraft 
generator from a California firm — a 
28 volt, 300-amp generator that 


weighed about 80 pounds and delivers 
about 36 mechanical horsepower. 
Bassett discarded the car’s clutch 
assembly and bolted the generator 
directly to a fourspeed transmission he 
rebuilt. 
“ I rigged a flexible coupling, but I 
was counting on fhe syncromesh in the 
transmission to let me shift gears 
without a clutch. It worked out real 
fine, but we never use first gear. It’s 
such a high gear ratio, it just spins the 
wheels or tends to lift the front end of 
the car.” 
Controlling the speed proved another 
problem. 
“ That was solved by rigging the 
accelerator pedal to sequenced micro 
switches, which are used to operate 
surplus, 400-amp, 28-volt relays,” he 
said. “ That gives the car three elec­ 
trical speeds in each gear. The pickup 
is fantastic. And when you let up on the 
accelerator pedal, it becomes almost 
freewheeling.” 
The batteries are charged by 
plugging a charger into a connector in 
the grill. 
“ An overnight charge is sufficient to 
restore even a completely dead bat­ 
tery,” Bassett said. 


DID YOU KNOW THAT DRUG 'INTERACTION' 
CAN 
HARM YOU? 


It's a fact that some m edications 
a re 
in c o m p a tib le , 
p ro d u c in g 
d angerous side effects W e want to 
know 
a ll 
the 
m e d ic a tio n s 
(prescriptions and others) you are 
taking 
As new m edications 
are 
p rescrib ed , we'll advise you of any 
possible ill effects 


209 UNCtSTER PIKE 
474-7596 


belled 
snow tires 


f o r m e d i u m s i z e ti re s : 
F78-14, G78-14, H78-14, and 
F78-15 plus Federal Excise tax 
of $2.50 to $2.97 and trade. 


S ilv e rto w n T r a ilm a k e r B e lte d 
Goodrichs Silvertown Trailmaker 
Belted snow tires will give you 
the same high quality that you 
expect from the belted tires 
already on your car. Polyester 
cord body plus fiberglass belts 
combine for long wear and a 
smooth ride. And it will 
accommodate winter studs. So, 
. 
, 
----------- — 
stop at Goodrich now and save. W 0 T 0 m I0 O t h d " Q U y S 
B.E Goodrich 


$2 9 fo r s m a lle r s iz e tire s : 
B78-14, C78-14, and E78-14 plus 
Federal Excise tax of $2.05 to 
$2.33 and trade. Size A78-13 for 
$25.00 plus Federal Excise tax of 
$1.80 and trade. 
$3 more for whitewalls. 


$4 2 fo r la r g e r s iz e tire s : 
J78-15 and L78-15 available in 
whitewalls only. Federal Excise tax 
of $3.13 to $3.19 and trade. 


4 ways to charge 
'Rev olv ing Charge. Master Charge, Bank Americard. American Ex press. 


STORE HOURS: 
Mon.-Tues.-Thurs. 8:30-5:30 
Wed. 8:30-5:30 
Fri. 8:30-8:00 
Sat. 8:30-3:00 
B. F. GOODRICH 
115 WATT ST. 
CIRCLEVILLE 
474-7559 


FRIENDLY FAMILY RESTAURANTS AND MOTELS 
<*> 
Offers as shown at B F.Goodrich Stores. Competitiv ely priced at B.F.Goodrich Dealers. 


Former Nixon Aid 
Raps Press Role 


w h a t h p 
news. me^*a Sunday fo r 
histo ric Spieg el Gro v e Estate o f fo r- 
what he said was biased co v erag e o f 
the White Ho use. 


Cleveland Shootings 
Leave 7 Dead 


The Circleville Herald, M o n d a y October 21,1 9 74 
Egg Toss, Pie Eating, 
H og Calling Winners Nam ed 


Bru ce Herschenso hn singled o u t the 
telev isio n netwo rks and said the d aily 
co v erage o f fo rmer ad min istratio n 
o fficials go ing to and fro m co u rt fo r the 
Watergate p ro ceed ings was a fo rm o f 
“20th Cen tu ry ly nching.” 
Sp eakin g at the clo sing sessio n o f a 
sy mp o siu m co nd u cted here by the 
Cen ter fo r the Stu d y o f the Presid ency , 
Hershcenso hn said Nix o n was in a nth 
win situ atio n with the news med ia. 
“If we gav e o u t news, we were 
regard ed as p aran o id ,” Herschenso hn 
said . “If no t, we were criticized fo r no t 
in fo rmin g.” 
Also p articip atin g in a d iscu ssio n o f 
the med ia and the p resid ency , Dr. J. 
Leip er Freeman , p o litical ' science 
p ro fesso r at Vand erbilt Univ ersity , 
said tho se who criticize the med ia thè 
mo st need to analy ze and stu d y it 
mo re. 
The cen ter, a no np ro fit New Yo rk- 
based gro u p d ev o ted to “the stu d y o f 


WASHINGTON (AP) — A repo rt by 
the Ag riculture Department to day 
indicates Australia is building up a 
po tentially hug e sto ckpile o f beef 
cattle that co uld be fo rced o nto the 
wo rld market despite lo w prices if 
dro ug ht suddenly withers pastures in 
Chandler's 
Art Displayed 
In Columbus 


Bill Chandler, art instructo r fo r the 
Ix )g an Elm Scho o l District, has had art 
wo rk cho sen fo r the Co lumbus Art 
leag ue's Annual Sculpture, Graphics 
and Crafts Ex hibitio n. 
The juro r fo r the art leag ue’s sho w 
selected three o f Chandler’s wo rks 
which will be o n display in the Battelle 
Memo rial Institute Audito rium, King 
Av e. and Perry St. The display will be 
o pen fro m Oct. 20 thro ug h No v . 8 . 
Jury ing this y ear’s sho w was 
Pro fesso r Warring to n Co lesco tt o f the 
Univ ersity o f Wiso nsin. 
Chandler also has wo rk in a two -man 
sho w which is no w being ex hibited o n 
the campus o f Urbana Co lleg e near 
Spring field. 


Probe Hospital 
Em bezzlem ent 


ELIZABETHTOWN, Ky . (AP) - An 
inv estig atio n into charg es o f em­ 
bezzlem ent at Hardin Memo rial 
Ho spital was to co ntinue to day with a 
g rand jury reco nv ening and taking 
ev idence at Elizabethto wn. 
Strict secrecy has surro unded the 
inv estig atio n. 
Fo rmer 
ho spital 
Directo r Do n Dav is said in May that 
embezzlement went o n during the term 
o f a prev io us ho spital administrato r. 
Dav is said he learned o f the em­ 
bezzlement thro ug h a repo rt by an 
acco unting firm that audited ho spital 
reco rds. 


Inventors Sag 
In Septem ber 


WASHINGTON (AP) - If necessity 
is the mo ther o f inv entio n, then Sep­ 
tember must be its stepchild. 
September is traditio nally a slo w 
mo nth fo r inv entio ns, repo rts the 
Intellectual Pro perty Owners, a 
no npro fit o rg anizatio n in fav o r o f a 
stro ng patent sy stem, fro m its rev iew 
o f patents issued thro ug h the y ears. 
The winter mo nths hav e seen the 
mo st sig nificant inv entio ns. That’s 
when Tho mas A. Ediso n did so me o f 
his best wo rk. The Wizard o f Menlo 
Park staked claim to his electric lamp 
in January 1 8 8 0 and his pho no g raph o n 
Feb. 1 9, 1 8 7 8 . 
Inv ento r Samuel Co lt patented his 
rev o lv ing 
g un 
February 
1 8 3 6, 
mag ician Harry Ho udini’s div er’s suit 
fo r quick escape was filed with the U.S. 
Patent Office o n March 1 , 1 921 , and 
Alex ander Graham Bell rev o lutio nized 
o ur liv es with his telepho ne o n March 
7 , 1 8 7 6. 
The o nly sig nificant inv entio n IPO 
turned up fo r September was an 
auto matic reading sy stem dev ised o n 
Sept. 1 2 ,1 961 , by Kenneth R. Eldredg e 
o f Palo Alto . 
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mer President Rutherfo rd B. Hay es. 
The sy mpo sium was spo nso red by 
Heidelberg Co lleg e in nearby Tiffin, 
Bo wling Green State Univ ersity and 
the Hay es Fo undatio n. 
Predo minant theme arising o ut o f 
the meeting s was an apparent need to 
streng then the two -party sy stem. 
Jerald terHo rst, who serv ed briefly 
as Presid en t Fo rd ’s p ress secretary , 
to ld the 135 acad emician s Satu rd ay 
night that recen t third -p arty mo v e­ 
men ts are ind icatio ns o f a weakening 
o f the two -p arty sy stem. 
‘‘Independents are sufficient to 
co nstitute a majo r third party ,” he 
said. 
TerHo rst, who resig ned because o f 
the pardo n o f Nix o n, said Fo rd is in a 
po sitio n to resto re faith in the sy stem. 
He said the President has the respect 
and admiratio n o f many Demo crats, 
but also co uld streng then his o wn party 
by 
influencing 
co nserv ativ e 
Demo crats and independents to ward 
the Republican cause. 


that co u n try . 
This y ear, the d ep artmen t’s Fo reign 
Agricu ltu ral Serv ice said , Au stralia 
has trimmed to tal beef ex p o rts an 
estimated 43 p er cent belo w 19 73 . 
“ Mo st o f the d ecline is seen fo r 
ship men ts to the United States, where 
in creased slau ghter o f grass-fed steers 
an d heifers is ex p ected to p u t ad d itio n ­ 
al 
p ressu re 
o n 
alread y 
lo w 
m an u factu rin g beef p rices,” the 
rep o rt said . 
The d ep artmen t estimated recen tly 
that to tal meat imp o rts, main ly lo w- 
grad e beef fo r hambu rger and o ther 
man u factu red 
p ro d u cts, 
will 
d ro p 
n early 20 p er cen t this y ear to abo u t 1.1 
billio n p o u nd s. 
Au stralia is the largest fo reign 
su p p lier an d is ex p ected to p ro v id e 
abo u t 505 millio n p o u nd s o f the 1974 
to tal, co mp ared with 708 millio n in 1973 
when to tal imp o rts were mo re than 
1.3 5 billio n p o u nd s. 
“ No t so certain , ho wev er, is what 
will hap p en nex t y ear as a resu lt o f the 
tighten in g imp o rt restrictio n s in o ther 
(fo reign ) markets and the wo rsening 
fin an cial 
p ro blem s o f 
liv esto ck 
p ro d u cers,” to d ay ’s rep o rt said . 
The United States is the o nly majo r 
market fo r fo reign beef that d o es no t 
hav e so me fo rm o f imp o rt ban o r q u o ta 
no w in effect. Qu o tas u n d er a 1964 beef 
imp o rt law were su sp end ed in mid -19 72 
an d hav e no t been p u t back into effect. 
Cattle p ro d u cer gro u p s and so me 
members o f Co ngress fro m majo r 
liv esto ck areas hav e u rged Presid en t 
Fo rd to restrain beef imp o rts, in­ 
clu d ing an o u tright embargo o n fu r­ 
ther meat fo r six mo nths. 
The USDA rep o rt said “u su ally 
fav o rable p astu re co n d itio ns’’ hav e 
en abled cattle to be kep t o n grass in 
Au stralia rather than be slau ghtered 
fo r ex p o rt. 
Thu s, altho u gh it was no t stated 
flatly in the rep o rt, su d d en d ro u ght in 
Au stralia wo u ld fo rce p ro d u cers to 
liq u id ate cattle herd s an d p u t mo re 
beef into ex p o rt channels. 


200 W orkers Ref urn 
To Sandusky Plant 


SANDUSKY, Ohio < AP) -- So me 200 
wo rkers retu rn ed to their jo bs at the 
Chry sler Pro d u cts p lant here after 
ratify in g a new three-y ear co n tract 
Su nd ay to end a six -week strike. 
The wo rkers, m em bers o f the 
San d u sky 
Chry sler 
p :mp lo y es 
Asso ciatio n, v o ted 100-22 in fav o r o f the 
new p act, which rep laces o ne that 
ex p ired 
Ju n e 
1. 
Details 
o f 
the 
agreemen t were no t d isclo sed . 


CIJKVELAND, Ohio (AP) - Sev en 
p erso n s were sho t to d eath in six in­ 
cid en ts d u ring the weekend in what 
p o lice called o ne o f the blo o d iest 24- 
ho u r p erio d s in the city ’s histo ry . 
Cu y aho ga co u n ty ’s co ro n er fo r the 
last 3 8 y ears, Dr. Samu el Gerber, said 
he co u ld n ’t recall as many fatal 
sho o tings in the same time p erio d . 
“No o ne kno ws what to d o to sto p the 
slau ghter,” Gerber said . “Hard ly a 
d ay go es by witho u t a ho micid e.” 
Dead were three teen age bo y s, a 
teen age girl and three men, all 
Clev eland resid en ts. The to ll d id no t 
inclu d e the girl’s u nbo rn child which 
d ied with her. 
The d eaths bro u ght the city ’s 
ho micid e to tal this y ear to 23 6 , p o lice 
said . The co u nt sto o d at 288 at this time 
last y ear. 
Po lice said Terry Jackso n , 18, was 
sho t to d eath at abo u t 2 a.m. Su nd ay as 
he walked with a girl co mp anio n. 
Po lice were to ld a man came u p to the 
co u p le, p u shed Jackso n again st a 
bu ild ing, and , after a brief argu men t, 
sho t him and fled . 
Witnesses to ld p o lice 14 -y ear-o ld 
Allen Orcu tt was sho t in the back 
Su nd ay while rid ing in a car with 


BancOhio Co rp o ratio n rep o rted an 
in crease in o p eratin g earn in gs (befo re 
secu rities tran sactio n s) o f $728,000 o r 
10 cen ts p er share fo r the three mo nths 
end ed Sep tember 3 0. 
Op eratin g earn in gs fo r the q u arter 
were $5,16 6 ,000 o r 71 cen ts p er share, 
as co mp ared to $4,43 8,000 o r 61 cen ts 
p er share fo r the co rresp o n d in g 
q u arter in 1973. Fo r the nine mo n ths 
end ed Sep tember 3 0, 1974 o p eratin g 
earn in gs were $16 ,46 7,000 o r $2.26 p er 
share, an in crease o f 13 p er cent o v er 
19 73 ’s nine mo nths resu lts. 
BancOhio ’s earn in gs fo r the q u arter 
imp ro v ed in sp ite o f a $2 millio n 
p ro v isio n fo r p o ssible lo an lo sses in 
ex cess o f the estimated minimu m 
p ro v isio n calcu lated u n d er the fiv e- 
y ear mo v ing av erage fo rmu la. This 
ex tra ad d itio n to the co nso lid ated lo an 
lo ss reserv e red u ced the third q u arter 
inco me by 14 cents p er share. Philip F. 
Searle, 
Ban cOhio 
Co rp o ratio n ’s 
No Rapid 
Transit Seen 
For Cities 


CINCINNATI, 
Ohio 
(AP) 
- 
Prelimin ary stu d ies in d icate cities the 
size o f Cincinnati an d Ind ianap o lis 
can n o t ex p ect to see the d ev elo p ment 
o f rap id tran sit sy stems in the n ear fu ­ 
tu re, a tran sp o rtatio n p lan n er to ld a 
tri-state co nference here o v er the 
weekend . 
Richard Bo u rq u e, assistan t d irecto r 
o f tran sp o rtatio n p lan n in g fo r the 
Ohio -Ken tu cky -In d ian a 
Regio n al 
Plan n in g Au tho rity (OKI), mad e the 
remarks d u ring a key n o te ad d ress o n 
lo ng-range p lanning. 
Each su ch sy stem wo u ld co st ap ­ 
p ro x imately $2 billio n, Bo u rq u e said , 
no ting that the fed eral go v ern men t has 
no t in d icated su p p o rt fo r fu nd ing o n 
su ch a massiv e scale. 
“Fran kly , I d o n’t see it in the nex t 20- 
25 y ears u nless we can tie it to 
co methin g like the p ro p o sed Cin- 
cinnati-Co lu mbu s-Clev eland serv ice,” 
he said , referrin g to the railro ad 
p assen ger that o nce linked the three 
cities. 
There hav e been p ro p o sals that 
Amtrak reestablish the ro u te. 
OKI ap p ro v es all fed erally -fin an ced 
p ro grams fo r 13 co u n ties in the three 
states. 
Bo u rq u e 
said 
tran sp o rtatio n 
p ro blems mu st co ntinu e to be attacked 
by regio n al au tho rities. 


friend s. Po lice said a y o u th was in the 
back seat p lay ing with a gu n when 
so meo ne reached fo r it and it fired . 
James Ottrix Jr., 13, was sho t by a 
man chasing him at abo u t 7:3 0 p .m. 
Su nd ay , reco rd s sho wed . Witnesses 
said the man fired two sho ts into the 
y o u th as he lay o n the gro u nd . 
Official 
rep o rts said 
Van essa 
Step henso n, 17, an d Charles McKin­ 
ney , 3 1, were killed at abo u t 11:3 0 p .m. 
Satu rd ay when three men an d a 
wo man en tered the girl’s ho me and 
bro ke u p a card game with gu nfire. 
The co ro n er rep o rted Miss Step henso n 
was six mo nths p regn an t. 
Fo rty -two -y ear-o ld Jo sep h Smith 
was slain by o ne o f two masked gu n­ 
men who ro bbed six wo men p lay ing 
card s with him at abo u t 3 a.m. Su nd ay , 
p o lice said . 
Jo hn Paris, 24, d ied in su rgery 
Su nd ay with a gu nsho t wo u nd o f the 
chest after being sho t at ho me at abo u t 
6 :3 0 p .m. 
The co ro ner was to ru le to d ay in the 
d eath o f Marlene Geo rge, 22, who d ied 
Su nd ay after being sho t in the sto mach 
Ju ly 13. She had been treated at 
ho sp itals sev eral times since the 
sho o ting. 


p resid en t and chief ex ecu tiv e o fficer, 
said “we believ e this ad d itio n to the 
lo an lo ss reserv e is a realistic ap ­ 
p ro ach based o n p resen t eco no mic 
co n d itio n s.” 
Inclu d ed in o p eratin g earn in gs fo r 
the third q u arter was ap p ro x imately 
$6 9 4,000 o r 9 cen ts p er share resu ltin g 
fro m the chan ge in acco u nting fo r 
in stallmen t lo an inco me fro m the 
straight line metho d to the “su m-o f- 
the-d igits” metho d , ap p ro v ed by 
Ban cOhio Co rp o ratio n ’s Bo ard o f 
Directo rs in Ju n e, 1974. The imp act o f 
this chan ge in acco u nting metho d fo r 
the three q u arters end ing Sep tember 
3 0, 1974 was ap p ro x imately $1,418,000 
o r 19 cen ts p er share. 
Net inco me, alter secu rity lo sses, 
iui 
the q u arter end ed Sep tember 3 0, 1974 
was $4,520,000 o r 6 2 cents p er share, as 
co mp ared to $4,6 3 1,000 o r 6 4 cen ts p er 
share fo r the co mp arable p erio d in 
1973 . Fo r the nine mo nths end ed 
Sep tember 3 0, 1974 net inco me was 
$20,724,000 o r $2.84 p er share an d in­ 
clu d es $6 ,208,000 o r 85 cents p er share 
rep resen tin g the cu mu lativ e effect o f 
the acco u n tin g chan ge o n y ears p rio r 
to 19 74. Net inco me fo r the mo n ths 
en d ed Sep tem ber 3 0, 19 73 , was 
$14,281,000 o r $1.9 6 p er share. 
Searle said that BancOhio Co r­ 
p o ratio n ’s lo an-to -d ep o sit ratio o f 66 
p er cen t is o ne o f the lo west amo ng the 
n atio n s to p 50 banking o rgan izatio n s 
an d is a majo r in d icato r o f BancOhio ’s 
q u an titativ e an d q u alitativ e co ntro l o f 
cred it d u rin g 19 74. Since Sep tember 3 0, 
1973 a p erio d o f u np reced en ted in­ 
flatio n ary p ressu res and co ntinu ed 
co n su mer and bu siness lo an d eman d , 
BancOhio ’s co nso lid ated lo ans o nly 
in creased 4 p er cen t to $1.6 billio n. 


Cincinnati M an Killed 
I.AWKENCEBUKG, Ind . (AH)-An 
early mo rning crash claimed the life o f 
a 27-y ear-o ld Cincinnati man Su nd ay . 
Po lice said James W. Vau ghn d ied 
when his p icku p tru ck hit the wall o f a 
railro ad o v erp ass. 
A female p assen ger was treated and 
released . 


Winners were n amed in the egg 
to ssing, p ie eatin g and ho g calling 
co n tests, held the last two d ay s o f the 
Pu mp kin Sho w. 
Members o f the champ io n egg-to ss 
team, fro m I-o gan Elm High Scho o l, 
are Ho p e Ju stu s, Ro u te 1, Kingsto n 
and Matt Martin, Ro u te 1, I^iu relv ille. 
The girl p ie eatin g winners are 
I-au ric Jo n es, Kingsto n, first an d 
Brend a Go o d , Wo o ster, seco nd . 
Circleville 
School M enu 


Oct 2K - fluh sandwich, buttered 
co rn, 
o rang e Juice, co o kie, milk 
Oct 2 9 — turkey dum pling s, celery sUck. 
fruit salad, ro ll, butter, milk 
Oct. 3 0 — chilli co n carne, co le slaw , 
pineapple slice, co rn bread and butter, milk 
Oct. 3 1 — co rn do g s, bro o m sUcks, half 
mo o n, fly ing saucers, milk, 
No v . 1 — pizza, to ssed salad, fruit Jello , 
peanut butter chews, milk 
No v . 4 — wiener sandwich, baked beans, 
applesauce, po tato chips, milk 
No v . 5 — Jo hn marzetU, v eg etable strips, 
peach slices, french bread and butter, milk. 
No v . fl — cream ed turkey o v er biscuit, 
buttered peas, fruit Jello , milk 
No v . 7 — sausag e sandwich, succo tash, 
o rang e Juice, peanut butter bar, milk. 
No v H — hamburg er sandwich, cream ed 
rice, g reen beans, pear half. milk. 


School Blaze 
Hits 
Pickeringt 


LANCASTER, Ohio (AP) — Fire 
early to d ay cau sed ex ten siv e d amage 
to Pickerin gto n High Scho o l 
in 
n o rthwestern Fairfield Co u nty . 


Au tho rities said u nits fro m eight fire 
d ep artmen ts, inclu d ing u nits fro m 
Co lu mbu s su bu rbs, were called to fight 
the fire, which was rep o rted at 3 a.m. 


Classes at the scho o l were can celled 
to d ay . 
No cau se o r d o llar estimate o f 
d amage was immed iately av ailable. 


Champ io n p ie eaters in the bo y s 
d iv isio n are, Chris Milstead , first and 
Bill Withers, seco nd , bo th o f Cir­ 
clev ille, 
Flo ren ce Urfer, Ro u te 4, New 
Philad elp hia, was the grand champ io n 
o f the ho g calling co ntest. Seco nd p lace 
in the female class went to Fran cis 
Zwicker, 710 Linco ln Dr., with Daisy 
Mae, Walwo rth, Wis,, takin g third 
p lace. 
In the men ’s d iv isio n, the winners 
were, Ro bert Elmo re, Flo rid a, first; 
Dick Ey esto ne, Ro u te 1, Sy camo re, 
seco nd ; and Marv in Tho mp so n, Ro u te 
2, Williamsp o rt. 


U SS Chem icals 
Forem en A tte nd 
W orkshop 


Two emp lo y ees o t U.S.S. Chemicals, 
Circlev ille, co mp leted Un it II o f 
Wittenberg Un iv ersity ’s Management 
Dev elo p ment Pro gram Frid ay . 
They are Philip Beard , mo ld 
fo reman , a resid en t o f Williamsp o rt, 
and Jerry Walters, finishing fo reman. 
rhe series o f fiv e-d ay o n-camp u s 
co u rses are d esigned to stren gthen the 
man agemen t co mp etency and p ro v id e 
new insights into the man agemen t 
fu nctio ns o f su p erv iso ry p erso nnel in 
in d u stry . 


FAST 
EFFICIENT 
SERVICE 
AT 
THE S A V IN G S 
A U T O B A N K 
M E M B E R F D IC 


KL 5 -123 4 


I w o u ld like to thank the citizens of P ic k a w a y 
C o u n ty 
for the e n c o u ra g e m e n t 
give n 
m e 
d u rin g the Circleville P u m p kin Show. 


C o n g ra tu la tio n s to the P u m p kin S h o w C o m ­ 
mittee and the law enforcem ent a g e n c ie s 
of our county for a job well done. 


Sincerely, 
DONALD E. STROUS 


C A N D ID A T E FO R C O U N TY C O M M IS S IO N ER 


P a id fo r b y S t r o u s fo r C o m m i s s i o n e r C o m m i t t e e 
P a t S t r o u s , C h a i r m a n - T r e a s u r e r 4 7 4 4 9 9 0 
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Our Ad Under Appliances— 


Isrmr 
Iwr Co 4 Now Aw 


Fogleman F Wing Nut Co 3 3 5 E 33 
Forker Jim & Co 20 E 36 


GARBETT T HARDWARE MANAGEMENT CO 


5 3 2-2212 
5 5 5 8128 


HARDWARE & SPECIALTIES 
FANCY & DECORATIVE 


• Hinges 


• Power Tools 


• H and Tools 


a Casters 


Sliding Door Hardw 


I Î I Broadwoy 


Guarino W Assocs 16 W 36 
Hampton Walt Prod Co 15 W 7 
______ 
HUTELMYER JAMES & BROS 


• Door Closers 


• Lock 


• Cla 


• D ra 


McParland Joe A 
OBSATZ VIC FAt 


51 Mode! I 
Quinn Ben Deco 
Rice Chas Hrdwr 
Rike Geo Hrdwr 
Ryan Barney En 
Schmidt Dennis 
Stilen Larry Lock 
Silverman Hal H 
Steckler Roger A 
Stern Robt & As: 
Stone Floyd Hrd- 


Energy sa vetVshopping guide. 


Levenson L & R Creative Tools 3 6 E l " 
^ ^ 3 5 ? t 23 4 
---------------- 


717-823 7 
5 13 1212 


TOMMASINI FR/ 


D< 


HAR[ 


.en 


M angano Mike Paint & Hrdwr Co 19 W 3 
Meadow Leon Noiseless Hrdwr 48 i 
» 
McCarthy Mary & Sons 82 Davis 


6 18-423 1 
5 5 3 -3 26 8 
6 6 5 86 7 5 


Volker H J Co 9 
Waish Ed Hrdwr 
Waterston Nat P 


D O N T H O M P SO N 


. . . for a lim ited tim e o n ly it o fferin g ail C a p ri't in stock at 
a b are m in im um O V E R DEALERS COSTl 


H urryl W h ile these cars last. Don't m iss these fan tastic buys. 
W e h ave a nice selection to choose from ! 


Example 
#CP74/22 
BRAND 
NEW 
74 
CAPRI 
C A P R I C O U P E 2000 


2000 cc engine, m edium blue metallic decor group - 4 speed trans. - power front 
disc brakes - styled steel wheels - colored keyed bumpers - 165SRx 14 steel radial 
tires - electric rear window defroster - five position reclining bucket seats - full 
instrum entation. 


List Price 
SAVE 


*3818.00 
3 4 3 .00 
NOW $3475.00 
DON THOMPSON 
UNCOLN-MERCURY 


Hours: 8:00-6 :3 0 — Tu®s. til 9 :00 


Saturday 9 :00-1:00 


HEŸ, 


i v n y p o ß s 
A CHiCKEN 
LoVEE CTO^S 
THE ?OAP? 


J \% 
TO GET TO THE 
y 
' 


3 


Hey, chicken lavers- 
come on over to The Other Fried! 
Wednesday 
Family Night 
Special 
3 pieces of chicken, cole slaw, 
m ashed potatoes and gravy, 
hot biscuits. 


Great tim e to discover the toucha honey 
difference in Fam ous Recipe, The O ther 
Fried Chicken. D elicious dip p ed -in-ho n ey 
batter, fried really crisp and all the w ay 
th ro ugh. N o w o n d e r people w h o cross 
o ve r to The O th er Fried C hicken stay there! 


R e g . $1 .60 


■ 
*im 


y a m 
-^T H E OTHER FRIED CHICKEN 
with the toucha honey difference 
483 E. MAIN ST. 


" A DELICIOUS D IVISIO N OF 
FO O D S 


Aussies Build Up 
Stockpile O f Beef 
BancOhio Corporation Reports 
13 Per Cent Earnings Increase 


10 
The Circleville Herald, M onday October 21,1 974 
Businessmen See No Deep Slump 


NEW YORK (AP) — Despite in­ 
flation, rising unemployment and the 
high cost of money, the nation should 
get through the coming months 
without a severe economic slump, say 
businessmen surveyed by The Asso­ 
ciated Press. 
The business leaders — nearly a 100 
retailers, manufacturers and bankers 
from around the country — were 
queried during the month before 
President Ford’s economic address to 


Congress. 
Inflation remains the country’s 
biggest 
economic 
problem, 
the 
businessmen say, but unemployment 
is a growing cancer and is expected by 
the businessmen to become the next 
major problem. 


President Ford won general praise 
for what many called his cautious, 
prudent approach to economics, 
though many said they’d reserve 
Deny CI A I nvolved 
I n Viet Protests 


SAIGON, South Vietnam (AP) — The 
U.S. embassy today denied that the 
Central Intelligence Agency is in­ 
volved in demonstrations against 
President Nguyen Van Thieu and ac­ 
cused North Vietnam of a “ crudely 
obvious attempt to exploit the 
dissent.” 
The embassy statement was issued 
after another anti-Thieu demon­ 
stration Sunday in Saigon in which a 
police jeep was burned and the 
National Assembly building was 
stoned. There were peaceful antigov- 
emment rallies in Hue, Can Tho and 
other towns. 
The embassy cited Viet Cong 
statements in the past two weeks 
charging that the CIA is giving support 
to dissident political groups in South 
Vietnam. 
“ The United States does not en­ 
courage, nor does it support in any 
way, any political faction in Vietnam,” 
the American statement said. “ These 
accusations are utterly groundless and 
totally false.” 
The statement also cited recent Viet 
Cong and North Vietnamese military 
attacks. It said by destruction of roads, 
bridges and other important in­ 
stallations, North Vietnam is “ seeking 
to increase the economic suffering of 
the South Vietnamese people in the 
hope that it can exploit politically the 
resulting misery.” 


Rhodes Wins 
Enquirer 
Endorsement 


CINCINNATI, Ohio (A P )- Former 
Gov. James A. Rhodes was endorsed 
for the Ohio gubernatorial race Sunday 
by The Cincinnati Enquirer. 
The newspaper, on its Sunday 
editorial page, said it backed Rhodes 
because of the achievements made in 
education and industrial development 
during his two terms. 
The Enquirer said the Republican 
candidate, who is facing Democrat 
John J. Gilligan, “ is more correctly 
attuned to Ohio’s needs and its people’s 
aspirations.” 
The endorsement contained praise 
for Gilligan’s successes during the 
past four years, but credited Rhodes 
for major advances in a wide range of 
areas. 
“ Ohio blazed many trails during the 
Rhodes years—in historic preser­ 
vation, in highway safety, in correc­ 
tions and mental health, in industrial 
safety, in public works, in urban af­ 
fairs,” it said. 
The editorial said 
Rhodes 
was 
responsible during his eight years as 
governor—from 1963 to 1971—for in­ 
vesting more state operating money in 
elementary and secondary education 
“ than all the governors from 1915 to 
1963.” 
Industrial 
development, 
the 
newspaper said, resulted in “ Ohio 
leading the nation in the expansion of 
commercial and industrial facilities” 
and the attraction of $13 billion in new 
capital investment. 
The editorial said the development 
program was responsible for providing 
750,000 more jobs in the state during 
Rhodes’ two terms. 


Moore Would 
Aid Coal Talks 


W HEELIN G, W.Va. (AP) - West 
Virginia Gov. Arch A. Moore Jr. says 
he would be willing to help with coal 
contract negotiations if he is asked to 
do so by both sides. 
Moore, interviewed by WTRF- 
television, said he would not have the 
slightest hesitation to join coal 
operators and United Mine Workers 
representatives at the bargaining 
table if he can help “ resolve the mat­ 
ters in difference” as he did in 1971 
when the last coal contract expired. 
Moore noted there is less than one 
month left in the current contract and 
he understands discussions have not 
yet begun on the economic 
and 
monetary union demands. 


The Great Pyramid in Egypt is the 
only wonder of the ancient world in 
existence. 


ALL 
WEATHER 
BANKING 


AT 
THE SAVINGS 
AUTO BANK 


MEMBER FDIC 


The Viet Cong on Oct. 12 claimed 
that the U.S. government was trying to 
infiltrate agents into the dissident 
South Vietnamese political groups to 
“ manipulate and turn” the dissent to 
the benefit of the United States. 
The Communists charge that the 
United States is conducting a “ double- 
faced” policy: pushing Thieu to make 
reforms to strengthen his position and 
at the same time trying to develop a 
position of influence with the op­ 
position in Case Thieu is overthrown, 
U.S. officials contend that the Viet 
Cong is conducting the “ double-faced” 
policy: assailing the United States for 
its support of Thieu and at the same 
time accusing the United States of 
preparing a fallback position should he 
be ousted. 
Some analysts say they believe the 
Viet Cong is laying the groundwork, 
should Thieu be forced out, to refuse to 
cooperate with his successor by 
claiming that the United States was 
behind the change. So far, however, 
there is no suggestion that the anti- 
Thieu movement is strong enough to 
topple him. 


Forecast 


Clear and not as cold tonight. Lows 
from the mid 30s to low 40s. Sunny and 
warmer Tuesday. Highs from the mid 
50s to low 60s. 
NORTHWEST INIAND 
Clear and not as cold tonight. Lows 
35 to 40. Sunny and warmer Tuesday. 
Highs in the upper 50s and low 60s. 
W EST CENTRAL 
CENTRAL 
SOUTHWEST 
Gear and not as cold tonight. Ix>ws 
in the upper 30s and low 40s. Sunny and 
warmer Tuesday. Highs in the upper 
50s and low 60s. 
EAST CENTRAL 
SOUTHEAST 
Clear and not as cold tonight. Lows 
in the mid and upper 30s. Sunny and 
warmer Tuesday. Highs in the upper 
50s and low 60s. 


By THE ASSOCIATED PRESS 
Sunshine was forecast for most of 
the state today, with temperatures 
warming after a chilly morning. Highs 
were predicted in the upper 40s and 
lower 50s. 
Southerly winds are expected to 
push temperatures into the upper 50s 
and lower 60s over most of the state 
Tuesday. 
Toledo set a new low record Sunday 
night with a temperature of 17 degrees. 
The previous record was 21 set in 1962. 
Snow flurries were reported in the 
Youngstown areas. 
A low pressure area and frontal 
boundary was located in the upper 
plain states and lower Canada and was 
forecast to move into the western 
Great I ¿ikes area by tonight and Ohio 
by Tuesday morning. 


M a n Sai d Sui ci de 
As Pol i ce Approach 


CANTON, Ohio 
(AP) 
- North 
Canton police reported Sunday that 
Kenneth Schultz, 21, of Warren, Mich., 
shot himself to death as officers ap­ 
proached him to question him about a 
drugstore holdup. 
The incident occurred in a wooded 
area where police had staked out the 
robbery loot after receiving a tip that 
two men had been seen hiding it there. 
Police said Schultz was AWOL from 
the Air Force. 


judgment to see results. In general, 
they said Ford’s economic summit 
meetings helped focus public attention 
on inflation, a critical need many 
businessmen said. 
“ Half of economics is science,” says 
Maurice Ferre, Miami mayor and 
president of Maule, 
Inc., a con­ 
struction company. “ The other half is 
human nature, which outweighs the so- 
called economic truths. 
“ If people believe there will be a 
recession, there will be.” 
As might be expected, most of those 
businessmen interviewed say more 
business and less government is the 
long run answer to inflation. 
“ Rather than relief from gov­ 
ernment 1 think our real need today is 
relief of government,” says Ken 
Smith, executive with Jantzen, Inc., a 
Portland, Ore., clothing manufac­ 
turer. 
“ The government is the biggest 
consumer and the consumer still 
controls inflation,” says Robert Duck­ 
worth of the First National Bank of 
Arizona. 
A balanced budget is the first step 
toward easing inflation because it will 
reduce government demand for funds, 
thus freeing money for business ex­ 
pansion, said most businessmen 
questioned. Increased productivity 
and expansion, will cut inflation, they 
said. 
“ There are only two reasons for 
inflation: too much money or too few 
goods,” says William Dillard Sr., an 
Arkansas retailer. “ We need more 
producers.” 
But, 
says 
Gabe 
Rutherford, 
president of an Arkansas steel 
fabricating firm: “ The talk about 
cutting federal spending really means 
cutting construction. That would mean 
a bigger slowdown.” 
Despite growing evidence of a 
recession — consumer hesitancy, 
concern over inventories, rising 
unemployment — the businessmen 
still say inflation is the nation’s chief 
economic headache. 
“ I don’t think inflation is going to 
change its upward trend or stop 
anytime soon, because I don’t think 
prices are going to stop rising,” says 
Lewis Kohn, chairman of Maryland’s 
Rochshild Kohn Department Store. 
But, says Kenneth Ross, economist 
with the First National Bank of 
Arizona: “ Ford may be in a little 
better position than President Nixon. 
There are some blips on the radar 
screen that may mean we are starting 
to come out of the problem.” 
Some are more skeptical, however. 
“ I think it’s unrealistic to think we can 
stop inflation without too severe of a 
recession,” says Bill Bright, a West 
Virginia greeting card manufacturer. 


Ford Signs 
$7.75 Billion 
Housing Bill 


WASHINGTON (AP) - President 
Ford has signed a bill that injects up to 
$7.75 billion of government funds into 
the mortgage market to help the 
nation’s ailing housing industry. 
Some $3 billion of the total will be 
available immediately for the mort­ 
gage market and the rest may be 
spent later if the industry fails to perk 
up from the lethergy that has afflicted 
it in recent years. 
The bill, signed Friday at a White 
House ceremony, initially will permit 
about 100,000 new buyers of homes to 
save money through cheaper loans. 
Under the legislation, the Govern­ 
ment National Mortgage Association 
will have Treasury backing to pur­ 
chase mortgages at 9 per cent and 
resell them at the higher market rate, 
now 10 per cent, and absorb the loss. 
The money is available for both new 
and existing housing, but not for those 
mortgages already insured by the 
government through the Veterans Ad­ 
ministration and the Federal Housing 
Administration. 
Ford said the housing bill, the first 
part of his new economic program to 
be enacted by Congress, would not 
cure all the ills of homebuilders but 
“ will provide a shot in the arm for the 
housing industry.” 


Set School 
Committees 


COLUMBUS, Ohio (AP) - Two 
committees will be named to try to 
help the state Board of Regents find 
solutions to problems in Ohio’s 
graduate schools and its Instructional 
Grants Program. 
Jam es A. 
Norton, chancellor, 
reported Friday that students finishing 
graduate schools at state universities 
are having trouble finding jobs, and, 
that declining numbers of needy stu­ 
dents are seeking aid under a five- 
year-old program that helps them pay 
tuition and general fees. 
The regents authorized creation of 
Graduate Policy Advisory Program 
Committee and directed it to report 
back no later than Jan. 1, 1976. 


Ham i l ton Pol i ce 


Seek Shotgun User 


HAMILTON, Ohio (AP» — Hamilton 
police today continued to seek the 
person who fired three shotgun blasts 
into a bar late Saturday night, wound­ 
ing three men in the hail of buckshot. 
The men escaped serious injury. 
Police said a man in the bar said he 
had been involved in an argument with 
another man at another tavern earlier 
in the evening. 


Cattle Inventories 
Show New Decline 


Nobody but me thought 
I could do it myself. 


I was never a real 
handyman around the 
house. But then I 
talked with my Arm­ 
strong retailer. He 
gave me tips on in­ 
stallation, tools, and 
helped me choose 
the right floor for my 
room. He even gave 
me a “ how to” book­ 
let. Then, in much 
less time than I 
thought it would take 
done! Sud­ 
denly my rec 
room looks 
new again. 


Chancery 
imaginative 
colors. 
minimum 
cost 


Bisque 
the 
elegance 
of 
ungla/ed 
ceramics 


Now 
can M y# 5^ 


the do-it-^xXM « wiry witti oraduct» by 
Arm strong 


1^1 1 


0(>e M If N o i’b on Old * 
4 /1 i S C ’ 


WASHINGTON (AP) - The price 
crunch on livestock feed continues to 
take a toll on feedlot cattle inventories, 
new figures by the Agriculture Depart­ 
ment show 
As of Oct. 1, USDA said Friday, 
cattle being fed for slaughter in the 23 
major beef states totalled 9,149,000 
head, down 24 per cent from the same 
date last year and 22 per cent below 
Oct. 1, 1972. 
Officials said it was the smallest Oct. 
1 feedlot inventory of cattle since 1967, 
The decline has been going on for 
months, however, because of high 
prices for com and other feed in rela­ 
tion to what cattle sell for on the 
market. 
That does not mean less total beef, 
however. In fact, USDA says the beef 
supply currently is up substantially 
from last year, and apparently will 
continue for some time as producers 
cut back on herds. 
The additional beef is coming from 
cows and other cattle which have been 
fed little grain, including steers and 
heifers coming directly off grass 
pastures. 
The report Friday said sales of 
grain-fed cattle in the JulySeptember 


quarter from feedlots totalled 5,522,000 
head, down 7 per cent from a year 
earlier and 26 p^r cent below the third 
quarter of 1972. 
I/)oking ahead, officials said, fourth- 
quarter sales are expected to total 
5,294,000 head, 18 per cent below 
October-December last year, and 
down 22 per cent from the same period 
in 1972, 
Another report by USDA showed the 
retail price of beef — estimated on an 
all-cut basis — dropped 3.5 cents a 
pound in early October from the week 
ended Sept. 26. 
The report said that in the week 
ended Oct. 5 beef sold in retail stores at 
an estimated average of slightly under 
$1.37 per pound, down from more than 
$1.40 a week earlier. 
Both the farm share and the mid­ 
dleman portion of what consumers 
paid for beef were down during the 
week, the figures showed. 


Bruno 
I>euthardt commuted 370 
miles every day for 10 years in West 
Germany. The schoolteacher was late 
only once — in 1962, due to the Ham­ 
burg floods. 


OSU Leads Grid Wins 


B E ST -E VE R?—Football followers from across the nation 
are calling the 1974 edition of the Ohio State Buckeyes the 
best group of players ever assembled in the wake of their 49-9 
crunching of Indiana Saturday. And one of the reasons is the 
explosive passing attack directed by Cornelius Greene. Brian 
Baschnagel (48) hauled in six of Greene’s throws for 111 
yards. Champ Henson (38) looks like he would have been a 
good target on this play. 
COLUM BUS, Ohio (A P )— Woody 
Hayes is coming close to calling his 
top-ranked Ohio State football team his 
greatest ever. 
“ This team can do some things the 
others couldn’t,” he said after the Big 
Ten coleaders hammered visiting In­ 
diana 49-9 Saturday. 
Then is this squad better than his 
unbeaten powers of 1954 and 1968? 
“ Now, I ’ll tell you that in five games. 
But up to now, this is the most versatile 
I ’ve ever had,” Hayes added. 
The Ohio State coach is delaying his 
assessment for five weeks. That’s the 
regular season finale 
with 
third- 
ranked Michigan, almost certain to be 
for the conference championship 
again. The Buckeyes and Wolverines 
share the Big Ten lead with 3-0-0 
records. 
Once more the 6-0-0 Buckeyes 
showed off their varied attack, 
crushing the 1-5-0 Hoosiers with 333 
yards rushing and another 235 through 
the air. Indiana mannaged 266 total 
yards. 
“ We really learned a lot,” Indiana 
Coach Lee Corso said. 
“ They (Ohio State) play fair and 
honest. They’ve got class. This is a 
national championship caliber team. I 
haven’t seen anyone better,” he added. 
“ We’re young and they’re terrific,” 
Corso said. 
Hayes admitted an early bid by 
Archie Griffin to become the Big Ten’s 
champion career rusher for all games 
was “ loused” up by big plays by 
teammates. 
“ (Cornelius) Greene loused one play 
up,” Hayes said. “ He’s only supposed 
to get a first down. So he runs 30 yards 
to the Indiana six. Then another time 
he calls a pass and throws a (53 -yard) 
touchdown to (Dave) Hazel.” 
Hayes ordered his first offense into 
action one more time early in the 
fourth quarter. 
“ They went out on the field and Arch 
was going to run until he got the 
record,” the Ohio State coach ex­ 
plained. 
Griffin bagged the record on the first 
play. In all, he rushed for 146 yards and 
two touchdowns, running his career 
total to 3,321 yards, six more than Otis 
Armstrong of Purdue had in 1970-72. 
Griffin and Greene combined for 446 
total yards and figured in five touch­ 
downs, forcing Corso to call them 
super athletes. 
“ What can you say about Griffin that 
hasn’t already been said?” asked 
Corso. 
The Indiana coach said of Greene, 
“ He adds new dimension to their of­ 
fense. He can get through holes that 
are not even diagrammed on the 
blackboard.” 
In other Ohio college football action, 
Miami extended its unbeaten string to 
18 games and improved its Mid­ 
American Conference record to 2-0 by 
whipping Bowling Green 34-10. 
That set up a crucial conference 
clash 
next 
weekend 
between 
the 
Redskins and the Toledo Rockets, who 
share the top spot in the MAC stand­ 
ings with a 3-0 mark. Toledo and all 
the other MAC teams played outside 
the league Saturday. 


Miami, despite an offensive lag in 
the second and third quarters, had 
little trouble in beating the Falcons. 
Quarterback Sherman Smith rushed 
for 109 yards and one touchdown as 
Miami jumped ahead 14-0, saw the 
lead dwindle to 14-10, and then scored 
20 points in the final period. 
Toledo lifted its overall record to 4-2 
by rolling over Dayton 38-27. The 
Rockets took an early lead on quar­ 
terback Gene Swick’s pass to Don Sey­ 
mour in the end zone and touchdown 
runs by Swick of three and 18 yards. 
Utah State edged Kent State 27-24 on 
A1 Knapp’s 42-yard field goal with 1:44 
remaining to play. 
Ohio University evened its season 
record at 3-3 by trouncing Morehead 
State, Ky., 49-10, as quarterback Rich 
Bevly ran for three touchdowns and 
passed for another. 
Independent Cincinnati 
swamped 
Wichita State 43-0 after charging 
ahead early by turning three pass 
interceptions into touchdowns. 
In Ohio Conference play, Baldwin- 
W allace and Otterbein remained 
deadlocked for the Red Division lead 
with 2-0 marks after victories Satur­ 
day. 
B-W trounced Heidelberg 35-14 to 
give Coach Lee Tressel his 100th 
collegiate coaching triumph. Otterbein 
downed Muskingum 28-10 as fullback 
Steve Schnarr piled up 111 yards in 22 
carries and scored two touchdowns. 
A battle of Red Division cellar- 
dwellers saw Marietta (1-1) topping 
Wooster (0-2), 21-13. 
Mount Union toppled Capital from 
first place in the OC Blue Division with 
a slim 9-7 triumph on Bob W ire’s 22- 
yard field goal in the final period. The 
victory put Mount Union into a tie for 
the division lead with Ohio Wesleyan at 
1-0. Capital dropped to a 1-0 mark. 
Wittenberg and Denison battled to a 
10-10 tie in another Blue Division 
contest. It was the first division game 
of the season for the Tigers. 
Reserves Zip 
Unioto 37-0 


The C ircleville reserves scored 
every time they had possession of the 
ball in the first half and coasted to a 37- 
0 win against Unioto Saturday. 
The Tiger reserves never punted in 
the game and stalled Unioto’s only 
threat on the 15-yard-line as the game 
ended. 
Credit for the win was given to the 
Tiger offensive line of Alan Van Vliet, 
Harl Stevenson, Brian Price, Luke 
Lawhom, Art Davis, Rusty Holbrook, 
Danny Marshall, and Tom McGuire. 
The scoring was evenly divided. 
Mearle Ix)gan ran 25-yards for a TD 
and added an extra point run; Frank 
Merrill scampered 35 yards with a 
pass from Brad Allison, 50-yards with 
a punt return, and carried for two 
extra-point runs; Bill Mogan powered 
45 yards off tackle and kicked an extra 
point; and Tom McGuire scored on a 
10-yard pass from Brian Fath. 
The Tiger reserves are now 6-1 for 
the year. 
CABLE TELEVISION 
M o re . 
M o re . 
M o re . 
More . 


.. Movies 
.. Sports 
.. Drama 
.. Variety 


Ph. 474-6041 
■ ■■■ -v ■ m 
■ 
Don’t Delay — Apply Today 


Thoro’s More To See D n. . . CABLE TV 
CIRCLEVILLE CABLEVISI0N 
156 W. Main 


Cards O nly Unbeaten In NFL 


By A LEX SACHARE 
AP Sports Writer 
And then there was one ... barely. 
The surprising St. Ixniis Cardinals 
are now the only undefeated team in 
the National Football league — the 
Minnesota Vikings and New England 
Patriots were knocked from the ranks 
of the unbeaten Sunday — and Coach 
Don Coryell is enjoying his team’s suc­ 
cess to the fullest. 


“ The pressure of being unbeaten 
doesn’t make any difference from a 
coaching standpoint, but I like it,” said 
Coryell, in his second year at St. Louis 
since leaving San Diego State. “ I 
wouldn't be in the business if I didn't.” 
Quarterback Jim Hart sparked the 
Cards to a 31-13 lead early in the fourth 
quarter, and they withstood two one- 
yard touchdown runs by Houston’s 
George Amundson for the victory. 


Hart capitalized on a pair of Oiler 
fumbles and threw touchdown passes 
of six and 40 yards to Earl Thomas in a 
1:32 minute span of the second quarter 
to spark the Cards. 
M eanwhile, 
the 
Detroit 
Lions 
dropped Minnesota from the list of the 
unbeatens, upsetting the Vikings 20-16, 
while New England’s balloon finally 


was burst by Buffalo 30-28. 
Elsewhere 
in 
the 
N FL, 
the 
Baltimore Colts whipped the New York 
Jets 35-20, the New Orleans Saints 
upset the Atlanta Falcons 13-3, the 
Dallas Cowboys beat the Philadelphia 
Eagles 31-24, the Pittsburgh Steelers 
edged the Cleveland Browns 20-16, the 
Washington Redskins defeated the 
New York Giants 24-3, the Miami 
Dolphins slipped past the Kansas City 
Chiefs 9-3, the Denver Broncos 
defeated the San Diego Chargers 27-7, 
the Ix)s Angeles Rams topped the San 
Francisco 49ers 37-14 and the Oakland 
Raiders beat the Cincinnati Bengals 
30-27. 
The Green Bay Packers will face the 
Bears at Chicago in tonight’s national 
television game. 


Lions 20, Vikings 16 
Bill Munson was the big man for the 
Ijons, completing 22 of 32 passes for 
276 yards. Ten of his passes were 
caught by wide receiver Ron Jessie. 
Detroit’s victory was its first over 
the Vikings in 14 meetings going back 
to 1967. 


Bills 30, Patriots 28 
New England’s Sam Cunningham 
raced 75 yards for a touchdown on the 


first play from scrimmage, but after 
that it was a struggle for the Patriots, 
who had stunned football experts by 
winning their first five games. 
“ That run scared me,” said Buffalo 
quarterback Joe Ferguson, who threw 
for three TDs. “ I ’m just glad we forgot 
about it and came right back,” he 
added. 
Ferguson threw touchdown passes to 
Paul Seymour and O .J. Simpson within 
the next 11 minutes to put Buffalo in 
front, and New England never drew 
even. 
Rams 37, 49ers 14 
James Harris sparkled in his first 
start at quarterback for the Rams, 
passing for three touchdowns and 
running for another. He completed 12 
of 15 passes for 276 yards. 
San Francisco wide receiver Dan 
Abramowicz caught two passes and set 
an N FL record with at least one 
reception in 97 straight games. 
Dolphins 9, Chiefs 3 
“ It was a tough yard,” said Miami 
Dolphins fullback I>arry Csonka, 
whose one-yard plunge with 17 seconds 
remaining beat the Kansas City Chiefs 
9-3. Csonka, who didn’t practice all 
week because of an injured left knee, 
gained 80 yards in 17 carries. 
Top Colleges Post Victories 


By H ERSC H EL NISSENSON 
AP Sports Writer 
After four upset-filled weekends, the 
college football scene returned to 
normal Saturday ... and in this jum­ 
bled season that may be the biggest 
upset of all. 
Only 
three 
members 
of 
The 
Associated Press Top Twenty came 
out losers and two of them bowed to 
other ranked teams. 
Tenth-ranked North Carolina State 
suffered a 33-14 licking at the hands of 
unranked arch-rival North Carolina, 
but No. 9 Arizona was toppled by No. 17 
Texas Tech 17-8 and No. 13 Kansas 
underwent a 56-0 humiliation at the 
hands of No. 12 Nebraska. 
Meanwhile, the runaway 1-2 teams 
in The A P ratings rolled to easy vic­ 
tories — top-ranked Ohio State crushed 
Indiana 
49-9 
while 
runner-up 
Oklahoma bombed Colorado 49-14. 
Elsewhere, third-ranked Michigan 
shaded Wisconsin 24-20, No. 4 Alabama 
trounced Tennessee 28-6, No. 5 Auburn 
outscored Georgia Tech 31-22, No. 6 
Southern California struggled past 
Oregon 16-7, No. 7 Notre Dame flat­ 
tened Army 48-0 and No. 8 Texas A&M 
eased past Texas Christian 17-0. 
In the Second Ten, llth-rated Penn 
State rallied to beat Syracuse 30-14, 
No. 14 Florida turned back Florida 
State 24-14, No. 15 Arizona State 
whipped Utah 32-0, No. 16 Texas 
leveled 
Arkansas 
38-7, 
No. 
18 
Maryland blanked Wake Forest 47-0, 
No. 19 Miami of Ohio belted Bowling 
Green 34-10 and No. 20 Tulane ripped 
The Citadel 30-3. 
It was a weekend of comparisons, 
although no one has played both Ohio 
State and Oklahoma. Wisconsin, 
however, played Ohio State a week ago 
and was routed 52-7 while making it 
much 
closer 
Saturday 
against 
Michigan. 
“ They're both fine teams,” said 
Coach John Jardine. “ Ohio State was 
as fired up for us as anyone has ever 
been. Whether Michigan was fired up 
or not, I don’t know.” 
Colorado has played Oklahoma and 
Michigan, losing to the latter 31-0 four 
weeks ago, 
“ Michigan is 
a 
fine team 
but 
Oklahoma is better,” said Coach Bill 
Mallory. “ If they want to play each 
other, it’s all right with me.” 
Indiana’s Lee Corso and Colorado’s 
Mallory couldn’t compare the 1-2 
teams directly, but they had some 
thoughts, anyway. 
“ This is a national championship 
caliber team,” Corso said after Ohio 


State’s Archie Griffin romped for 146 
yards and two touchdowns and became 
the top ground-gainer in Big Ten 
history. 
It was Griffin’s 16th consecutive 100- 
yard regular-season game, one short 
of the national record held by Okla­ 
homa’s Steve Owens. Griffin also 
passed the century mark in the Rose 
Bowl last Jan. 1, but that doesn’t count 
in the NCAA record book. 
Griffin’s output boosted his career 
yardage to 3,321, surpassing the mark 
of 3,315 set by Purdue’s Otis Arm­ 
strong a couple of years ago. 
Meanwhile, 
Oklahoma’s 
Joe 
Washington, a junior like Griffin, 
rambled for 200 yards and four touch­ 
downs in just 
18 carries against 
Colorado as the Sooners chewed up 594 
yards of real estate on the ground. 
“ There can’t be a better team than 
Oklahoma,” said Mallory. “ They were 
awesome. If there’s a better back in 
the country than Washington, I haven’t 
seen him. What moves and balance 
he’s got! Their offense is fabulous. If 
they play like they played against us, I 
don’t see anyone beating them.” 
Michigan’s Dennis Franklin threw 
an eight-yard touchdown pass to Greg 
Den Boer to snap a third-period tie 
against Wisconsin and the Wolverines 
also got scoring runs from Chuck 
Heater and Gordon Bell. 
Willie Shelby ran 13 and 19 yards for 
Alabama touchdowns and set up one of 
Calvin Culliver’s two scores with a 41- 
yard punt return. 
Auburn’s stingy defense was riddled 
for 22 points by Georgia Tech but still 
came up with the big plays. Chuck 
Jones, a freshman, blocked a punt and 
ran it 42 yards for a touchdown and 
recovered a fumble to set up another 
tally. 
One of the 160 yards gained by 
Southern 
C al’s 
Anthony 
Davis 
produced a touchdown and 
Chris 
Limahelu tacked on three field goals 
enabling the sluggish Trojans to defeat 
Oregon. 
Fullbacks Wayne Bullock and Russ 
Kornman split four touchdowns as 
Notre Dame whipped Army and David 
Walker completed seven of nine passes 
for a whopping 220 yards in the Texas 
Aggies’ triumph over TCU. One of 
them was a screen to Ronnie Hubby, 
who galloped 60 yards to score. 
Texas Tech stifled Arizona’s high- 
powered offense, holding the Wildcats 
to 273 yards, well below their average. 
Curtis Jordan and Randy Olson came 
through with key interceptions and the 
Red 
Raiders 
also 
recovered 
two 
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KEY FEATURES 


• RCA s AccuColor0 picture tube. 
• One-set VHF fine tuning automatically 
remembers the signal you select. 
• Chassis features solid state compo­ 
nents in many areas. 
• Two plug-in AccuCircuit 0 modules. 
• Integrated circuit in sound amplifier. 


RCA 
COLOR 
PORTABLE 


18” Diagonal Picture 


THE DIRECTOR 
*299 
WITH STAND 


1 9" C O LO R PORTABLE 
A V A IL A B L E WITH 
REMOTE C O N T R O L ___ *378 
WITH STAND 
KEN BUSH 
APPLIANCE & TV CENTER 


126 W. M ain St. 
474-6 046 


Arizona bobbles. 
North Carolina scored three times in 
the first period on runs of 36 yards by 
Mike Voight, three by (!hris Kupec and 
10 by Boom-Boom Betterson and in 
toppling N.C. State. 


Penn State's Tom Shuman ran for 
two touchdowns and passed for a third 
against Syracuse; Nebraska’s Dave 
Humm fairly sizzled with 23 com­ 
pletions in 27 tosses - including 15 in a 
row — for 230 yards and three scores 
against Kansas; Florida came from 
lichind in the final period to down 
Florida State on a 63-yard touchdown 
pass from Don Gaffney to Alvis Darby 
and Tony Green’s 12-yard run. 


Arizona State freshman Dennis 
Sproul threw a pair of scoring passes 
as the Sun Devils trounced Utah; 
another rookie, Texas fullback Earl 
Campbell, gained 109 yards on just 
eight rushes, one of them a 68-yard 
touchdown gallop, in the Ixinghorns’ 
rout of Arkansas; Bob Avellini passed 
for 157 yards and two touchdowns as 
M aryland stomped Wake Forest, 
which has lost its last four games by 
196-0. 


Ron Carpenter tallied twice 
as 
Miami of Ohio whipped Bowling Green 
and Steve Foley rushed for 142 yards, 
including a 47-yard touchdown, as 
Tulane sank The Citadel. 


Raiders 30, Bengals 27 
“ There was never any doubt in my 
mind,” Oakland Coach John Madden 
said of his decision to punt with his 
team at the Cincinnati 32-yard line 
with three minutes left. 
Oakland 
trailed 27-23 at the time. 
Oakland got the ball back at midfield 
with no time outs left and 1:36 on the 
clock. Ken Stabler guided the Raiders 
downfield masterfully, and Charlie 
Smith capped the drive with a one- 
yard scoring scamper around the right 
side with eight seconds remaining. 
Saints 13, Falcons 3 
Bobby Scott, given the starting nod 
at quarterback when Coach John 
North benched Archie Manning during 
the week, tossed a 36-yard scoring pass 
to Paul Seal for the only touchdown of 
the game as the Saints upset Atlanta 
for their first victory in 19 games on 
the road. 
Steelers 20, Browns 16 
Pittsburgh struggled past 
the 
Browns as quarterback Joe Gilliam 
managed to complete just five of 18 
pass attempts for the Steelers. Two 
second-half field goals by Roy Gerela 
were the difference. 
Kedskins 24, Giants 3 
Veteran Sonny Jurgensen threw 
three touchdown passes to pace the 
Redskins, who took advantage of 
frequent New York mistakes, 
in­ 
cluding a punt which was blocked by 
Mike Hull. 
Cowboys 31, Eagles 24 
Dallas snapped a four-game losing 
streak by beating the Eagles. Roger 
Ntaubach’s one-yard TD run midway 
through the fourth quarter was the 
margin of victory. 
Colts 35, Jets 20 
Baltimore’s Lydell Mitchell set an 
N FL record by carrying the ball 40 
times, one more than O.J. Simpson’s 
standard set last year. He gained 156 
yards and scored one touchdown in 
leading the Colts to their first victory 
of the season. 
Broncos 27, Chargers 7 
Running back Floyd IJttlc, slowed 
all season by a nagging ankle injury, 
scored one touchdown and set up 
ilnother by galloping 72 yards with a 
short pass to lead Denver past San 
Diego. 


Se e th e A ll N e w 
MONARCH 
DON 
THOMPSON 
UNCOLN-MERCURY 


"Firestone 


TT 


[Œ 3 S 
AMERICA’ S FAVORITE SNOW TIRES 
foa/x 


with 4-ply polyester cord body 
WIDE 78 SERIES 
LOW PRICES...GREAT TRACTION! 
FREE 
ICE 
^ 
SCRAPER | 


t»» 
ilMlw.ll 
H I 


B / 8 13 
•3 0 « 0 
•34 OO 
•t 83 


C / 8 t3 
31 !5 
34 eo 
1 99 


C / 8 14 
32 30 
35 85 
7 07 


F /8 14 
33 6 0 
37 30 
2 24 


f / 8 14 
34 90 
38 75 
2 41 
G /8 14 
38 35 
40 40 
2 55 


M /8 14 
39 15 
43 5 0 
2 7 7 


F 78 15 
35 ao 
39 ao 
2 42 


G /8 15 
37 30 
41 45 
2 6 3 


M /8 15 
40 10 
44 6 0 
2 82 


JZ8 15 
---- 
4 8 20 
2 99 


1 /« tft 
43 45 
48 30 
3 13 


ICE 
GRIP 
STUDSji 


NO t W O f IN N f f f l l O ' 


Available 
(except where 
prohibited by law) 


You go thru Ice mud and snow or...WE PAY THE TOW! 
5 MORE CONVENIENT WAVS TO CHARGE 


**<l M «i o»» 
.1 » a n i 
» . 
1 „i nu»l ,l i »*ty p.« 
fri .1 O,„ I o n . 0»»l .r, «w! *1 w>v«« 
« « to n » 
Ih. T.,«,1o.» 


SNOW TIRES FOR COMPACTS, IMPORTS! 


• Fam ous Firestone all position” 
winter traction design (or use 
on two or four wheels 


• Rayon cord body lor sm ooth ride 


• Available in sues to (it m ost 
com pact and im port cars 


1 *1 9 
•t*t*wa* 
Whit* wad 
M r 
S U, if 


ft 
tv> f 1 
A 
» J 
»4 
ft 45 14 


..It MV»* 


*31 SO 
2 9 9 9 
2 9 ft» 
2 9 IS 
30 Oft 


>0 2 % 
31 2 0 
3 9 SS 


3 i 7 0 
30 7 % 
12 SS 
33 4S 
1 « OO 
1 3 99 
34 ft» 
3« 9 9 
4 2 9 0 
43 9 9 


» mi 
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Another big Firestone value! 
24 HOUR ELECTRIC TIMER 
Turns on appliances, lights 


J 
24 h o u r electric 
.switch tim e r 


Y 24 h o u r cany to rea.t 
d ia l w ith D a y N ig h t 
h o u r p e rio d s 


V 
N o reHetting req uire d 


I I w e sh o u ld sell out o ! this item, 
w e'll give you e " re m e h e c k " 
e ssu rin g leter delivery et 
the advertised price. 


BARGAIN! 
DLC-7B 
RETREADS 
2 


for as 
low as 


Blackwalls 
Sizes E78 14. 15 
Plus 43C per tire 
estim ated tax 
expense and 2 
recappable tires 


Other sizes 
comparably 
to w priced 
FIRESTONE STORE 
114 S. Scioto St. 
474-3115 
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The Circleville Herald, Monday October 21, 1974 
Classifieds 4. Business Service 
4. Business Service 
7. Halp W onUd G*n. 
t2. Mobil* Homes 


a d v e r t i s i n g r a t e s 
A N D R E Q U IR E M E N T S 
Ph one 474 1131 
C las s ified ads ar e p ay ab le <n a d v a n c e 
by cas h or m o n e y o rd e r F m ure your 
ads as follows 
P e r w ord for 1 in s e rtio n 
17t 
(M tn im u m ch arg e $1 70) 
P e r w ord for 3 in s ertio n s 
?4< 
(M im im u m ch arg e 17 40) 
P e r w ord for a in s e rtio n s 
35c 
(M in im u m ch arg e $3 SOI 
P e r w ord for 74 in s e rtio n s 
$1 00 
(M im m u m ch arg e 510 00) 
A B O V E 
R A T E S 
B A S E D 
ON 
C O N 
S E C U T IV E D A Y S 
M ail y our ad te llin g how m an y tim e s 
y ou w ant to ru n if it is not con v enient to 
le av e it at the o ffice 
C las s ified w o rd A ds w ill be accep ted 
un fit 
17 
noon 
p rev io u s 
d a y 
for 
pu b licatio n 
th e 
fo llo w in g 
d ay 
The 
pub lis her re s e rv e s fhe rig h l to ed it or 
re je ct 
my clas s ifie d ad v ertis in g copy 
E r r o r 
in 
ad v e r tis in g 
sh o u ld 
be 
re p o rte d im m e d iate ly 
The C .irctev ifle 
H e rald w ill not b e res po ns ib le tor m o re 
th an one in co rre ct in s ertio n 
W hen 
an s w erin g 
b lin d 
ads 
pleas e 
add res s them as fo llo w s Bo* n u m b e r, 
c o The C ircle v ille H e rald , 
P O 
B o * 


49s, C ircle v ille , O h io 43113 


2. Special Notice 


N O T IC E 
if y ou h av e not re ce iv e d 
y our C ircle v ille H e rald by 6 p m , 
then y ou s hould call 474 1041 
C alls 
accepted till 
6 45 p m 
O N L Y 
On 
S aturday betw een 3 00 and 3 45 p m 
O N L Y 
S O R R Y 
M o to r 
ro u te 
cus tom ers in fo rm atio n w ill be tak e n 
but not d e liv e re d till nex t day 


H A N D HC B 
S ales . 426 E 
Union S t., 
474 6657 N ew an d Us ed C itizen Band 
R adios , and acces s ories Open 10 00 to 
7 30 d aily , Sunday It 00 to 3 00 
N o w 
s elling 
J ohns on, 
P e arce 
S im ps on, 
C o u rier 
and 
M id lan d 
See 
us 
for 
bus ines s band 


T R E E 
trim m in g , 
roo fm q , 
ch im n e y 
w o rk 
and 
fu rn ace 
cleaning 
F re e 
e s tim ate s , 
w o rk 
g u aran te ed 
C ary 
B lev ins , 474 7S63, an y tim e 


A P A R T M f NT Sale 464 
f 
M air 
O cto ber 21, 2?, 73 M o v in g out of s tate 
M u s t s ell e v e ry th in g 


H A V E a d rin k in g p ro b le m ’ A lcoholics 
Anony m ous 
474 7017, 
474 7734, 
474 
39 07 


TH E 
fin e st 
n 
r e fin is h m g 
a n d 
restoration R oe C rd e s, A ntiques 9 83 
4777 


A N T IQ U E S , b u y in g and s elling, corns 
and Indian re lics 
474 59 9 5 


C H 'L D w ith d is ab ility ’ Need to t al k ' 
C all 
U N U S U A L 
C H IL D R E N 
474 
6418 , 474 515! fro m 9 3 474 8 577 or 474 
8 777, 4 8 


F O R " a tob w e ll done fe e lin g " d e a n 
carp e ts 
w ith 
B lu e 
L u s tr e 
R e n t 
e le ctric s ham p ooer 51 00 
K ochheiser 
H ard w are 


4. Business Service 


P L U M B IN G , 
h e atin g , 
air 
con 
dittonm g, w ate r pum ps , s erv ice an a 
re p air H av e a p ro b le m ? Call 474 4667 
o r 474 7137 L e ro y Fout 


T R E E trim m m g , p o w er s tum p cu tting, 
re m o v al, s p ray in g , firew ood and roof 
re p air, Lincoln Is aac 
Phone 474 7772 


p r i n t i n g 
t e fte rs 
Notices 
f • 
v elopes , etc 
C all T eres a D ean. 474 
4467 


VAN CAMP 
CONTRACTING 
COMPANY 


ASPHALT PAVING 
CONCRETE PAVING 


EXCAVATION 


For Estimates 
474-8851 


T E R M IT E S and guaranteed control 
C o n ta c t y o u r r e lia b le K o c h h e is e r 
Hardware 


P E T S boarded d ay, week or m onth, 
clipping 
and groom ing 
Ph o n e 
for 
a p p o in tm e n t 
474 4183 
K e lfs f a d t 
Kennels 


R O B E R T 
E y ffe 
M a s o n r y , 
B n c k , 
Block, 
stone 
Sec laity 
F ire p la c e s , 
phone 474 4646 


V IN Y L M ag n e tic S gns 
G u a ran te e d 
fa s t Service 
4 ye ars e*per<ence 
Circleville Vac 
U 
Sign 
474 7456 


S E P TIC 
tan k 
and 
sew er 
clean in g 
Se rvice a n yw h e re , a n ytim e 
Lin co ln 
Isaac 
Phone 474 7272 


F O R co n crete and m ason ry la rg e and 
sm all job q u a lify work 474 5072 


JO H N HEFFNER 


A U C 1 IO N EER 
Farm 
Resid ential 
Com m ercial 
Phone 9 83 3009 
A shviH e O hio 


FREE ESTIMATE 
Furnace & chimney cleaning. 
F ree 
E s t im a t e s 
W o r k 
G u aran tee d 
V? OFF 
474-7863 


r O R the best m trash and rubbish 
hau lin g , Resid ential and C o m m ercial 
Call 
Scioto 
H aulers 
In c 
fo rm erly 
L a r r y 's Refu se H au lers 474 6088 


P L U M B IN G , no iOb loo sm a ll, Neil 
M e rn m a n 474 6285 


P L U M B I N G , 
h e a tin g 
a n d 
re p a ir 
s e r v ic e 
R e a s o n a b le 
9 83 4777 
E v e n in g s 


T E R M I T E 
E. » te r m in a tio n 
P e s t 
control 
Call 
R ick 
S p ire s, 
474 6263 
L ic e n se d by Stale of O hio 


V IN Y L m ag netic, and fla sh in g signs 
C ustom E n g ra v in g E a s t, guaran teed 
w ork 
C o llm 's Signs 474 4155 


C ONf 
f 
finish in g 
tre e 
Call 474 7064 je rry Cupp 


IKE'S 


WILLIAM L. 


HOOVER 


Carpet 8, Upholstery 
Cleaning 
Com m ercial Residential 
Ashville 9 83 2388 


New Constructing 
and Remodeling. 


Call Raymond Moats, 
Builders, Inc. 
474 39 56 or 474 629 8 
or 474 5342. 


Septic Tank S e w e r & 
D ram Cleaning Service 
C om m ercial Residential 
Call Jerry W h a rf 
4/4 4566 


5. Instructions 


P IA N O L e s s o n s 
E x p e r ie n c e d m 
stru cto r Loqan E lm V illa g e Call 474 
2275 


7. Help Wanted Gen. 


W A N TE D 
Registered n u rse or LP N 
B ro w n 
M e m o ria l 
H o m e , 
158 
£ 
M o u n d 
474 6738 
A n 
E g u a l 
Op 
p o rtu n ify Em p lo ye r 


SEE 
DON THOMPSON 


LINCOLN MERCURY INC. 


FOR A GOOD SELECTION 


OF LATE MODEL 


USED CARS 


We Service What We Sell 


1350 N, Court Street 


7. Help Wanted Gen. 


DRAFTSMAN 
Im m e d ia t e 
o p e n in g 
for 
d r a f t s m a n 
w ith 
tooling 
e x p e r i e n c e 
E x c e l l e n t 
working condition 
complete 
♦ rin g e 
b e n e fits 
C o n ta ct 
personnel office 


WEAR-EVER 
ALUMINUM 
1089 Eastern A v e n u e 
Chillicothe Ohio 45601 
Phone 614 775 9 100 
An Equal Opportunity 
Employer 


ROUNDTOWN HOBBY 
SHOP 


236 E. Fran klin St. 
Yarn 
Needlepoint Kits 
Crewel Kits 
Latch-hooked Rugs 
Crochet Cotton 
Pattern Books 


Hours M on. thru Thurs. 


9 :00 to 8:00 


Fri. 9 :00 to 9 .00 


C o m p lete 
Kitchen 
Remodeling 


Mr. H om e C are 


R. W. ANKROM 


CO. 


724 S. Court 


474 7816 


THIS M AY BE YOUR 
OPPORTUNITY! 


Is Your Jo b Payin g You 
Enough? 
Is Your Jo b S e c u re ? 
Is Your Retirem en t 
Enough? 
Is Your H ealth O k a y ? 
If not, This might be your 
opportunity. If you are over 
25 years to 60 years of age 
and em ployed. 
This plan includes: Doctors, 
Law yers, Business M en, and 
all w alks of life. 
G u est Sp eaker: 
Dr. W illia m Schm elzer 


Be at the L-K south of Cir- 
cleville, Oct. 21 st, 7:30 p.m. 


12. Mobile Homes 


URGENT 


ROUTE CARRIERS 
NEEDED AT ONCE 
NORTHEND & EASTSIDE 


OF CIRCLEVILLE 


BOY OR GIRL 


Must Be 1 1 Years or Older 
Call The Herald 
474-31 31 from 8 to 5 


18. Houses for Sale 


REAL ESTATE FOR SALE 


Located in A shville, O hio. Two story fram e, 5 room s. Has 
one bedroom down and one large bedroom up-stairs. Has 
gas furnace. N ew paint on outside, Priced under $1 3,000.00. 


Located in M t, Sterling O hio. Two story fram e. Has 4 rooms 
down. Three bedroom s up. Natural gas. N ew carpet in living 
room. This hom e is in good condition. Has a new g ara g e 28 
by 30 ft. in rear. Priced in the mid tw en ties and is vacan t. 


Curtis W. Hix Realty 


474-519 0 


Ed Hix, Associate 279 -579 3 


W .E. Clark, Associate 474-4200 


NEW LISTINGS 


G racious tw o story located on N. P ick aw ay. 3 bedroom s, 
large L R w ith W B Fireplace. Paneled den, large enclosed 
porch. Pretty kitchen and nice cen ter hall for convenient 
access to en tire home. 2 1 1 car g arage w ith gas, electric and 
w ater. Fenced yard. Appt. only. 


Full basem ent, in this alm ost new ranch. Large carpeted 
living room . Eat-in kitchen that shows off the park like yard. 
Patio doors and redw ood deck. 3 nice bedroom s, tiled bath 
with sh o w er. 2 car attached garage. $30,500.00. 


SUEE. SPIRES, Realtor 


474-2567 


e e e 


© 


© 
C ^ i rcl evi l fe 


MOBILE 
HOMES 


For 24 Years a Leader in Mobile Housing 
Customer Satisfaction 
Service Expertise 
D edicated to Solving Peo p le Problem s 
Sales Lot on U.S. Rt. 23 


O P E N IN G for N u rs in g S taff, L P N j 
for ch arg e fluty and o rd e rly for j 
11 
P h o n e 4/4 6036 fo r 
ap p o in tm e n t 
P ic k a w a y 
M an o r, 
Inc , 
391 
C lark 
D riv e 
We are an equal op p o rtu n ity 
em p lo yer 


WE S P O N S IB L E w o m an to liv e in and 
h elp care 
lor 
4 
feenaqe 
ch ild re n 
D u ties include cooking, lau n d ry , and 
g e n e r a l 
h o u s e w o rk , 
one 
ch ild 
w elco m e 
W ages 
to 
be 
dis cus s ed 
D e la w a re , Ohio 
W rite Bo* 79 4 C c 0 
The H erald 


1 B E D R O O M m o b d e hom es 
L arg e s t 
■election .n C e n tral O hio 9 to choos e 
from 
t W A D IN G IR IS H M A N 6600 F 
M ain , R ey nolds burg, 8 64 1020 


F O R rent 
2 bed ro om m o b ile hom e, 
p a rtia lly fu rnished 
In q u ire behind 
Com m unity C hu rch at D a rb y vitle 


EO R Sale 
19 69 P M C , 2 bedroom , aif, 
skirting, carp e te d , co m p letely 
fur 
nis hed, 
s hed, 
ex cetlen t 
condition 
53.8 00 00 9 8 3 3676 


T R A IL E R for re n t 
3 bedroom s , 12 * 
65 9 8 3 4603 an y tim e afte r 1 30 


17. Wanted to Rent 


W A N T 
to 
r e n t 
hou s e 
S alfcre e k 
D is tr ict 
I 
ch ild 
R e s p o n s ib le 
R eferen ces 
655 79 71 


W A N T to ren t far m , P ick aw ay County 
C all 13? 1275 afte r 8 0 0 p m 


18, Houses for Sole 


F O R Sale 
Hous e in A s h v ille, 8 ro o m s , 
2 
b ath s , 
s to rag e 
s h e d , 
w alk in g 
dis tance of s chool Good location 9 8 3 
3479 


N E W 
L I F E 
fu rn itu re 
and 
m etal 
strip p in g 
F re e estim ate, 474 1503 


T R E N C H IN G for e le c tric , gas at.d 
w ater lines, Scott E le c tr ic , 474 4781 


LLOYD S HEATING 
AND COOLING 


Service and install all makes 
of 
f u r n a c e s , 
a ls o 
w in te r 
check ups. 
Free 
Estimates. 
Phone 
474 7687 


lOOLMAKER 
Im m e d ia t e 
o p e n in g 
for 
t o o lm a k e r 
w ith 
t o o lin g 
e x p e r i e n c e 
E x c e l l e n t 
w orking condition 
com plete 
fr in g e 
b e n e fits . 
C o n ta c t 
personnel office 
WEAR-EVER 
ALUMINUM 
1089 Eastern Aven u e 
Chillicothe Ohio 45601 
Phone 61 4 775 9 I 00 
An Equal Opportunity 
E mployer 


1 2A. Boat»& Campers 
Farms for Sale 


Y O U R cam ping d o llar goes the farth es t 
at Taqg C am p er Sales , U S 23 South, 
C irc le v ille 474 6506 


F A R M 
m odern hous e, peral, w ill in 
d u d e up tg 8 4 acres 
474 38 09 tor 
app oin tm ent 


13. Apts, for Rent 
19A. Farms for Rent 


PEACE CORPS 


FARMERS 


If your field is agricultu re the 
P ea ce Corps needs you 
to 


assist farm ers in one of 47 
countries in A frica, A sia or 
Latin A m erica. 


A g riculture skills in dem and 
in c lu d e 
C ro p 
S c ie n c e . 


V e g e t a b le 
E x t e n s io n , 


L iv e s t o c k , 
A g r o n o m y , 


D a iry in g , 
A g 
E d u c a tio n , 


Poultry 
Sw in e 
Sheep, 
and 


general farm ing. 


Talk with form er Peace Corps 
volunteers at the Chillicothe 
C o u n ty 
E x te n s io n 
O ffic e 


M onday 
and 
Tuesday 
O c ­ 
tober 21 and 22 at 38 S. Paint 
St. or dial: 775-3200. 


9. Situations Wanted 


R ID E 
fro m 
A s hv iH e 
to 
dow ntow n 
Colum bus by 7 30 a m 
R etu rn 4 30 
5 00 9 8 3 2028 afte r 6 p m 


10. Cars for Sale 


19 70 M A V E R IC K , 3 s peed, 6 cy lin d e r 
Good condition 
51,09 5 00, 474 3040 


W H IT E 
69 C atalin a, 4 door, 
47,000 
m ile s 
E x ce lle n t condition 
474 8 69 0 


1957 C H E V Y 327 en g m e , 4 s peed, good 
con dition 
58 00 00 9 8 3 2255 


1973 M E R C U R Y M arq u is , loaded, 
4 
doo r, h ard top, 30,000 m iles C all 474 
8 9 57 


67 O P E L 
s tation w aqen 
I 1 eng ine 
E x cellen t gas m ile ag e 
474 7196 


10A. Motorcycles 


HONDA OF 
CHILLICOTHE 
Authorized D ealer 


9 33 E. M ain St. 


C hillicothe, O hio 


772-2006 


10B. Trucks 


19 70 F o rd flare s ide pick up, t- 250, « 
cy lin d e r 4 s peed, rad io and h eater 
C all M ik e M o llo y , 9 a m to 5 p m 474 
8 8 9 1 


32. Public Sale 


C O N V E N IE N T 
to 
C o tu m b u s 
an d 
C ir c le v ille 
O n e 
an d 
2 b e d ro o m 
a p a rtm e n ts 
M o d e r n , w d h m an y 
extras Fro m 5)35 and 5165, furnis hed 
and unfurnished 
t h e Pm e s A p art 
m ents, A sh ville 983 4250 


T H R E E bedroom deluxe 
townhous e 
w ith 7 c ar attach e d g arag e, ) ’ i baths 
P riv a te en try w ith attractiv e outdoor 
livin g area 
F u ll carp e t, cen tral air 
conditioning, dis h w as h er, ran g e w ith 
sett 
cle an 
o v e n , 
r e f r ig e r at o r , 
d is p o s a l, 
w as h e r 
p lu s 
d r y e r 
A v ailab le Nov 
1 Phon# 474 39 14, 8 00 
to 4 30 474 5126 a fte r 4 30 p m 
Stout 
In v es tm en t Co 


2 B E D R O O M 
C arp e t, air condition, 
s tov e and re frig e rato r 
5135 00 
474 
1154 or 654 3372 collect 


NEW 


APARTMENTS 


AND 


TOWN HOUSES 


1- 2- 3 Bedroom s 


S h ag c a rp e tin g , b e a u tifu l 
kitchens w ith alt appliances 
basem ents, p rivate patios or 
balconies. 


A d ja c e n t 
to 
C ir c le v ille 


Schools at N icholas D rive & 
G ard en Park w a y . 


Call 474-3521 
Nicholas Square 


14. Houses for Rent 


T W IN s ingle 2 b ed ro o m , V x bath Fu ll 
s i/e bas em ent 
K itch en , liv in g room 
474 428 4 


18. Houses for Sole 


IDEAL LOCATION 


3 
b e d ro o m s . 
H a rd w o o d 


floors, large carp eted living 
room with firep lace, kitchen 
with 
built-ins 
and 
dining 


ro om c o m b in a tio n . 
L a rg e 


fam ily room carp eted w ith 
built-in 
book 
shelves 
and 


fireplace. 1 Vi baths. Finished 
basem ent. 2 car garage. On 
w ell landscaped extra large 
lot. 


JA N E BARR 474 4171 
C H A R lES RA DCl IFF, 474 49 9 6 
H O W A RD W EA V ER 474 6536 


. 
D E M CD O N ALD 474 2262 


E V A N S 


R E A L T Y 


12) E. M ain St 
C ircleville 


JO H N A E V A N S Realtor 


O tficeA R e sid e n ce 474 4266 


PUBLIC AUCTION 


Saturday, Oct. 26th 


Starting 1 1 a.m. Till? 


Public Auction to be held at Kingston A m erican Legion hom e 
located corner of M ain and Ing St., Kingston, O hio. 


A rticles are as follow s: som e used clothing, old stereos, 
cannister sets, refrigerators, freezer, televisions, old car, 
bookshelf, A n tiqu e articles of different kinds, glasses and 
m any other articles of different kinds so e ve ry o n e please 
com e w e are raising m oney to help pay for the rem odeling 
of our A m erican Legion Hom e. Also there w ill be a Fish Fry 
w ith dinners the sam e day. Plenty of places to set inside to 
eat. W e w ill h ave fish dinners, fish sandw iches, hot dogs, 
hot coffee, soft drinks. 
(A ntiques) 


PUBLIC AUCTION 


REAL ESTATE and PERSONAL PROPERTY 


Saturday Morning, October 26, 
1974 


Starting at 10:00 A.M . 


To be sold at the prem ises, located at the corner of Harrison 
and Pleasant Streets in the V illag e of Tarlton, O hio. 


Real Estate to be sold at 1 2:00 noon 


TERM S: 10 per cent down on day of sale; balance upon 
closing w ithin 30 days. Bidding w ill start at $ I 2,500. 


Two story hom e with th ree bedroom s and bath up; fully 
carpeted. Five rooms down, two of them carpeted. N ew gas 
forced air furnace. N ew kitchen cabinets w ith double sink. 
7 5 ft. drilled w ell with subm ergible pump; aerated septic 
tank. 


PERSO N A L PROPERTY 


To be sold at 10:00 A.M . 


G ibson deluxe 14 cu. ft. refrigerator; Caloric gas range; 7- 
pc. dinette set, 1 set bunk beds; 2 old vanities; 2 old buffets; 
I chest of d raw ers; 2 m etal w ardrobes; large num ber of old 
picture fram es, several antique picture fram es; canning 
equipm ent |ars, pressure cooker; 1 set (six) fire alarm unit; 
I burglar alarm unit; 3 electric fans, 2 electric heaters; 1 old 
kero sen e lam p; 1 blender; 1 4-slice toaster; large num ber of 
cooking utensils; several old m etal filing cabinets; golf 
clubs, 4 w oods and 5 irons; 1 heavy duty O rb iter floor 
m achine; 1 clarinet; odds and ends of bedding; 17 w ooden 
boat with 55 H P. M ercury m otor and trailer. 


A u ctio n eer s N ote: G as furnace, kitchen cabinets, new w ell 
and septic tank have all been put in within the last year. This 
property needs very little repair 6n the inside and would 
m ake som eone a good 
fam ily home, 
w ell 
worth 
the 


m inim um starting bid. 


Sale to be conducted by: 


S . 
l H zn. ne. tt, 
^ ffz a i to x 


C ircleville O hio 
474-219 7 


O W N ER S Mr. and Mrs. Ralph Anderson 
larlton, O hio 
47 4-3 5 1 9 


A U C TIO N EER: Jim Ford 
C ircleville O hio 
47 4 4581 


H A R R IS O N 
T o w n s h ip , 
P ick aw ay 
County g rain far m 
C ontact W ilm a 
C reag er 
Phone 9 8 3 2116 


21. Real Estate 


G E O R G E C 
B arn es , R e alto r. 130 E 
M ain St 
O ffice , 474 5275 
Res idence 
474 49 8 2 


WACKER 
REALTY, INC. 


455 E. M ain St. 
Branch O ffice 


O. F. G u en th er, M gr. 


M ary V. G u en th er, Assoc. 
__________ 474 8641 __________ 


Circleville Realty 


W illia m Bresler 


Realtor 


O ffice 474-379 5 


Residence474-5722 


D avid C. Betts 474-4004 


1 52 W e st M ain Street 


Hatfield Realty 


103 E. M ain St. 


Phone O ffice — 474-629 4 


Residence — 474-5719 


or 474-6562 


Dwight L. G ru b b — 474-49 41 


W a yn e H a tfie ld — 474-69 02 


M a rjo rie Spalding, Saleslad y 


474-5204 


W. D. HEISKELL & SON 


Realtors 


123 South Court St. 


474-8848 (O ffice) 


474-7144 (Residence) 


Larry M cFad den 
474-39 9 5 


Ruth M cFad den 
474-39 9 5 


C harles Rose 
9 86-6584 


Chas. H. Steinhauser 


____________ 474-5075 ____________ 


AT YOUR SERVICE: 


M rs. Leo Hedges, 474-3304 


Jim Ford, 474-4581 
Jo sep h W hitesed Jr 


474-219 7 


M rs. M a rjo rie H appeney 


474-3323 


E. R. BENNETT 


Realtor 


127 Vi E. M ain Street 


Phone: 474-219 7 


24. Misc. for Sale 


H E A V Y d u ty , high s peed b low er and 
m otor 
220 v olts 
S u itable for g rain 
d ry in g or p ow er v en tilatio n 
474 5244 
afte r 5 00 


D IA M O N D S are a g irl's bes t trie n d 
u n til 
s he 
find s 
Blue 
L u s tre tor 
cle an in q 
car p e ts 
R e n t 
e le ctr ic 
s ham pooer 51 00 
B m q m an 's 


C O A L for s ale 
K entu cky s toker and 
lu m p coal 
H o ck m an G ram 
& F ee d , 
M adis on M ills , 8 69 2758 , 437 729 8 


M R E W O O D S U an ck Call D an n er's 
655 2568 


IN S T A L L E R has ex ces s rolls of N y lon 
y nd A crilan 54 00 per y ard in s talled 
T e rm s av ailab le 
474 49 40 


IF carp e t b eau ty does n't s how ’ C lean 
if rig h t and w atch it glow 
Us e Blue 
L u s tre 
R e n t e le ctr ic s h am p o o e r 
51 00 G C 
M u rp h y Co 


S E A S O N E D fire p lace wood 
474 48 30 


Water 


Systems 


Kochheiser Hardware 


Myers 


For Farm & Suburban Hom es 


1 16 W . M ain St. 


MAYTAG 


Sales and Service 


MACS 


1 13 E. M ain 


26. Wanted to Buy 


F A R R O W IN G cra te s V8J J4V5 a fte r 6 
p m 


w F 
w US. 
f* 1 
I IW U - r 11 I y J I jf I 
t 
any condition 
W rite Box 29 7 C c o 
The H e rald 


U S E D tru cks , an y y e ar, s ize or con 
dition. T A T CO, 58 2 E. M am , 474 4028 


F U R N IT U R E 8. Y ard Sale le ft ov e rs , 
m is cellaneous item s 474 3641 


U S E D chain s aw s and g u itars 
474 
78 63 


27. Pets 


LO ST 
all 
w h ite 
m ale 
cat 
in 
the 
v icin ity of 
S cjo to 
S tre e t 
N e ed s 
m ed ical atte n tio n 474 8 038 


P A T 'S D oggie Boutique, clipp ing ana 
g ro o m in g , all b reed s , 474 77 1 8 


28. 
Farm 
Equipmenl 


2 RO W pull ty pe N ew Idea corn p ick e r 
5500 9 8 3 349 5 afte r 6 p m 


G L E A N E R com bine No A 2 w ith 12 ft 
p latfo rm and 2 R cornh ead, als o 3 R 
No 335 J D cornh ead for 55 com bine 
1 9 27 4766 or 474 669 7 afte r 8 p.m 


29. Produce * Seeds 


M alone Slowed 
By J oe Caldwell 


By THE ASSOCIATED 
PRESS 
Moses 
Malone 
jumped 
straight from high school into 
the American Basketball 
Association, but the 19-year- 
old millionaire is still getting 
an education. One of his 
teachers is Professor Cald­ 
well. 
Aided by veteran Joe Cald­ 
well’s defensive maneuvering 
against Malone, the Spirits of 
St. Louis defeated the Utah 
Stars 116-109 Sunday night. 
Utah’s prize rookie scored 
only four points. 
“ He’s a great prospect, he’s 
going to be a great player,” 
said Caldwell, 32, one of the 
ABA’s top defensive players, 
about Malone, who shot two 
for six from the field in 28 
minutes with nine rebounds. 
“ Mainly it was just keeping 
the ball away from him,” said 
Caldwell, a 10-year pro. “ I 
wanted to see what he’d do 
without the ball in his hands. 
He didn’t move well. But I 
think that’s something all 
rookies have to learn — not 
just Moses.” 
Rookie Fly Williams of St. 
Ixouis scored 24 points, 16 in 
the 
final 
quarter. 
And 
Caldwell chipped in 18 points 
and seven assists. 
Only 
3,501 
spectators 
watched the Spirits, who play 
in the 17,776-seat St. Louis 
Arena, win their first game 
since pulling out of Carolina. 
The travelweary Stars, 0-3, 
gladly quit the road. 
In the only other games on 
the ABA schedule Sunday, 
Kentucky beat Indiana 101-92 
and San Diego downed New 
York 116-110. 
In the National Basketball 
Association Sunday, Seattle 
beat Cleveland 100-93 and 
Kansas City-Omaha topped 
i-ns Angeles 105-95. 


Kentucky led by Dan Issel’s 


24 points, held off a late surge 
by Indiana for the triumph. 
“ We run our stuff and it just 
so happened that tonight it 
went to Issel,” said a pleased 
Hubie 
Brown, 
the 
new 
Colonels 
coach. 
Indiana 
reserve Billy Knight scored 
27 points in the game. 


The Q’s opened before 6,875 
fans in the San Diego Sports 
Arena, trouncing the Nets 
with a strong finish. 
San Diego’s Travis Grant, 


44 points, outgunned New 
York’s Julius Erving, 37 
points — but only 11 of them 
in the second half. 
Coach 
Bill 
Russell 
of 
Seattle was pleased with the 
31-point performance by Fred 
Brown, who personally sank 
Cleveland. 
“ He’s a great shooter,” 
said Russell of Brown, 26, a 
roaming guard with a keen 
eye. “ When we need the 
points, he takes over and gets 
the points.” 
In Ixos Angeles, Nate Wil­ 
liams of Kansas City-Omaha 
sank four decisive baskets 
early in the fourth period 
against the Ixakers. 
It happend after LA, which 
had trailed by 17 points in the 
third period, tied the game 76- 
76 in a futile comeback effort. 


Saturday’s ABA scores: 
Denver 111, New York 103; 
San Antonio 114, Memphis 94; 
and Virginia 94, Utah 92. 
In the NBA Saturday: 
Kansas 
City-Omaha 
94, 
Phoenix 91; 
Boston 113, 
Buffalo 95; Philadelphia 99, 
New York 86; Atlanta 118, 
Houston 112; Washington 110, 
New Orleans 92; Chicago 87, 
Milwaukee 70; Golden State 
113, 
Cleveland 110; 
and 
Detroit 122, Portland 99. 
Miami Of Ohio 
Stops BGSU, 34-10 


By ANDY LIPPM AN 
Associated Press Writer 
Things were a little too easy 
for Miami of Ohio Saturday. 
That’s the opinion of Coach 
Dick Crum whose Redskins 
scored two quick first-quarter 
touchdowns on their way to a 
34-10 football victory over 
Bowling Green. 
Miami’s offense suddenly 
went into hiding for two 
periods before reemerging in 
the closing quarter when the 
Redskins pulled away with 20 
fourth period points. 
“ It was just a case of our 
getting two touchdowns too 
easy,” Crum said. “ I ’ve seen 
it happen before. I just 
frankly think our people 
offense and defense, relaxed 
and got to thinking it was 
going to be easier than it 
was.” 
The victory' enabled Miami 
of Ohio to run its unbeaten 
string to 18—-they were tied 
by Purdue earlier this season 
—and the Redskins are now 2- 
0 in MidAmerican Conference 
play. 
While Miami and Bowling 
Green were squaring off, all 
the other MAC teams had 
nonconference opponents. 
Toledo defeated Dayton 38- 
27, Western Michigan beat 
Marshall 20-17, Ohio beat 
Morehead 49-10, and Utah 
State downed Kent State 27- 
24. 
After Miami’s early ex­ 
plosives, led by quarterback 
Sherman Smith, Bowling 
Green came back within four 
points 14-10, in the third 
quarter. They had a chance to 
tie the game just before 
halftime, 
but 
failed 
to 
capitalize on a first and goal 
situation on the Miami six- 
yard line. 
If things seemed too easy 
for Miami Saturday, they 
probably won’t this weekend. 
The Redskins put their un- 


29. Produce - Seeds 


A P P L E S , red and golden d eliciou s , 
W in e s ap , 
J o n ath o n , 
G r im e s 
and 
C o rtland 
Als o s weet cid er w ith no 
p r e s e rv ativ e s , p u m p k in s , g o u rd s , 
s quas h 
and 
Indian 
corn 
Rhoades 
F arm M ark e t, Route 56 eas t O pen 10 
7. 


30. Livestock 


a bus hel 
J im 
T IM O T H Y s eed, 
510 
H as tings , 9 8 3 309 7 


D E K A L B Seeds . H arv e y Seitz, phone 
9 8 3 3076 


Y O R K S H IR E 
b o ars 
Top q u ality 
D av id C arr, W as hington C o u rt Hous e, 
614 335 5339 


FO R 
Sale 
R egis tered 
H am p s h ire 
boars and g ilts 
Phone 474 8 9 61 


31. Poultry - Eggs 


H E A V Y hens for freezer 
C all 
Glen 
Kerns 
474 3757 


32. Public Sole 


A U C T IO N 
F r id ay 
n ig h ts , 
7 :00 
C ons ignm ents 
w anted. 
S to u ts v ille, 
Ohio 
474 1464 
Col. 
J oe 
H es s ler, 
auctioneer 


56 A U C TIO N e v e ry ia tu r a a v night 8 
p.m 
To consign m erch an d ise. Call 
474 2062. 


beaten string on the line at 
Toledo, which has not lost in 
three conference outings. 
“ I think that’s going to be 
the decisive game,” G’rum 
said. “ We’re going to have to 
play better than this.” 
Toledo quarterback Gene 
Swick ran for two touchdowns 
and passed for another as the 
Rockets soared to a 21-7 half- 
time lead. 
Dayton quarterback Tom 
Vosberg threw three touch­ 
downs, 
but was also in­ 
tercepted 
three 
times, 
boosting his record in that 
dubious category to 16 so far 
this season. 
Rich Bevly threw Ohio Uni­ 
versity’s first touchdown pass 
of the season and ran for 
three other scores against 
Morehead State. 
It was Ohio’s biggest point 
production since 1968 when 
they outslugged Cincinnati 60- 
48. 
Bevly, 
a 
senior 
from 
Youngstown, Ohio, passed 34 
yards to Cleveland Moutry 
after his touchdown runs of 
one, three and ten yards. 
Pro 
Football 


lly The As s ociated Pres s 
National Football la>ague 
Am erican Conference 
Fas tern Div is ion 
W 
I, 
T 
Pet. PF PA 


N ew 
E n g 5 1 
0 
.833 176 91 
B u ffa lo 
5 1 
0 
.833 137 105 
M ia m i 
4 2 
0 
.667 123 121 


N Y 
Je ts 
1 
5 
0 
.167 
8 8 141 
H alt 
1 
5 
0 
.167 75 169 


Central Div is ion 


Hitt 
4 1 
1 
.750 132 99 
c'in«' 
4 2 
0 
.667 160 101 
C love 
1 
5 
0 
.167 98 163 
Houston 
1 
5 
0 
.167 79 146 


Wes tern Div is ion 


O aklan d 
5 1 
0 
.833 148 89 
D e n v e r 
3 2 
1 
.583 125 120 


K an C ity 
2 4 
0 
.333 89 110 


San 
D iego 1 5 
0 
.167 79 120 


National Conference 


K astern Div is ion 
W 
I, 
T 
Pet. PF PA 


S .Lo u is 
6 0 
0 1.000 
149 85 
Ph llp h iu 
4 2 
0 
.667 118 72 
W ash 
4 2 
0 
.667 114 78 
D a lla s 
2 4 
0 
.333 1WI 105 
N Y G ia n t s l 
5 
0 
167 61 120 


Central Div is ion 


M inn. 
5 1 
0 
.833 140 81 
G rn 
B a y 
3 2 
0 
.600 82 
97 


C h icag o 
2 3 
0 
.400 79 66 


D etroit 
2 4 
0 
.333 84 90 


Wes tern Div is ion 
K.A. 
4 2 
0 
.667 114 74 
A tla n ta 
2 4 
0 
.333 53 84 


N e w O r) 
2 4 
0 
.333 67 84 
S F - 
2 4 
0 
333 72 132 


Sunday ’s Res ults 


New O rleans 13, A U anta 3 
B u ffa lo 30, New E n g la n d 28 
D a lla s 31, Ph ilad e lp h ia 24 
B a ltim o re 35, N ew Y o rk Je ts 20 
Pittsb u rg h 20, C leve lan d 16 
W ashington 24, N ew Y ork G i­ 
ants 3 
St. Lou is 31, Houston 27 
D e tro it 20, M innesota 16 
D e n v e r 27, San D iego 7 
I.os Angeles 37, San Fra n cisco 
14 
M ia m i 9. K ansas C ity 3 
O ak lan d 30, C in cin n ati 27 


M o n d a y's Game 


G re e n B a y at C hicago, N 
Sunday . Oct. 27 
P h ilad e lp h ia at N ew Orleans 
C h icag o at B u ffalo 
Houston at C incin n ati 
D e n v e r at C leveland 
G re e n B a y at D e tro it 
B a ltim o re at M ia m i 
D a lla s at New York G iants 
Los Angeles at N ew Y o rk Je ts 
N ew En g land at M innesota 
Washington at St. Louis 
K a n s as C ity at San Diego 
O ak lan d at San Francis co 


Yo u r Ho ro sco p e T elevisio n Sch ed u le 


By FRANCIS D RAKE 


Look in the section in which 
PISC ES (Feb. 20 to Mar. 
your birthday comes and find 
what your outlook is, ac­ 
cording to the stars. 
FO R TUESD AY 
A R IES (M ar. 21 to Apr. 20; 
Weighty matters will need to 
be given sufficient thought 
now; also a great deal of 
patience. Don’t try to rush 
things through. Neither fear 
failure. Stress your innate 
optimism. 
TAURUS (Apr. 21 to May 
21): 
An 
average 
day 
generally, but you may be 
given 
some 
additional 


20): The Piscean tendency to 
seek the unusual and offbeat 
will be much in evidence now. 
You’ll find much satisfaction 
in areas others overlook, 
YOU BORN TODAY are an 
intense and lively individual 
— a real “ firecracker" in 
both your personal and pro­ 
fessional 
life. Your attitude 
toward associates is ex­ 
tremely outgoing and you 
possess an unusual flair for 
the dramatic. With all this, 
you 
are 
within, a 
softly 
sensitive 
responsibilities; may also 
deeply for others and actually 
f. 
.. 
so*ne 
complex 
suffering 
over 
“ m an’s 
situations 
Handle all with 
inhumanity to man ’’ No 


. 
m atter w* at career y ™ 
G EM IN I (M ay 22 to June 
adopt, 
you 
w ill 
almost 


ay f md y^urself in 
inevitably, make time to 
the midst 
of 
controversy., devote yourself to causes 


Rather 
Let toaith^ y°tUK 
des‘Bned to improve the 
Rather, get together with 
common lot. Career-wise, you 
opponents and, using your 
innate foresight, 
you 
can 
solve all issues nicely. 
CANCER (June 22 to July 


would make an intense and 
dynamic actor, a brilliant 
attorney or jurist, a power­ 
fully persuasive writer, a 
23): A thoughtful review 
highly sensitive musician - 
before 
beginning 
day’s 
in almost any field. Birthdate 
program will speed up its fine 
0f: 
Franz 
Liszt, 
world- 
potentialities for success, 
renowned composer; Sarah 
Bemhardt, French actress; 
Joan Fontaine, film star; 
Giovanni M artinelli, Ital. 
opera singer. 


Especially favored: teachers, 
students, all engaged in the 
medical professions. 
LEO (Ju ly 24 to Aug. 23): 
Advance a new idea, enlist 
the help of others to put it Bro th ers Win 
across. Under prevailing 
influences, you should win , ¥ , U illt n w 
n i e s i 
new benefits, advance your 
MUNICH (A P ) - Anthony 
s^a^us 
and Joseph Paratore, Boston- 
VIRGO (Aug. 24 to Sept. bom duo-piano team, won 
23): Stellar influences only first prize in the piano 
fairly generous, so you will division 
of 
the 
Munich 
have to provide your own International 
Competition, 
momentum to carry on. 
Anthony, 
29, 
and 
his 
Neither too many problems brother, 25, will receive a 
nor much opposition in- cash award of approximately 
dicated. 
$4,000 and contracts with at 
LIBRA (Sept. 24 to Oct. 23): least 
three 
m ajor 
West 
This looks like one of your G e r m a n 
b ro a d ca s tin g 
better days. You should be companies. They w ill be 
the center of attraction in invited to perform in Vienna 
whatever circle you find next season, 
yourself 
— 
business 
or 
The Paratores studied at 
pleasure. 
the Ju illia rd School with 
SCORPIO (Oct. 24 to Nov. Mme. Rosina IJievinne, who 
22): 
Excellent 
Mars in- was the first to suggest that 
fluences! New trends may they play as a team, 
result in an agreement where 
there was only opposition 
before. Do make the most of 
such fine opportunity. 
SAG ITTA RIU S (Nov. 23 to 


M o zart 
To M id w est 


M IN N E A PO U S 
(AP) 
- 
Dec. 21): Jupiter influences The 1974-75 season of four 
not too friendly. Avoid getting operas by the Minnesota 
in 
over 
your 
head 
— Opera will open Dec. 13 with a 
especially where you happen party for singers and guests 
to be on unfamiliar ground. 
and w ill include a new 
CAPRICO RN (Dec. 22 to Christmas opera 
as 
John 
Jan. 20): A favorable day for Phillip Sousa might have seen 
negotiations, working toward it. 
contract settlements. Parties 
“ Gulliver," a story of three 
of the second part now ap- of Gulliver’s voyages, each 
predate what you have to written by a different com- 
offer. 
poser, 
opens 
Feb. 
22. 
AQUARIUS (Jan. 21 to Feb. Mozart’s “ The Magic Flute" 
19): Mixed influences. Stay in English will open April 4 
out of speculative ventures and Conrad Susa’s “ Black 
and be exceptionally careful River," a view of 1890 in the 
in dealings with the opposite Midwest, will close the season 
sex. 
in May. 


highway 
DOWN 
1 Weather­ 
man’s aid 
2 Maltreat 
3 All dolled 
up (3 wds.) 
4 Indian 
mulberry 
5 Hangman’s 
rope 
6 Viva torero! 
7 Words of 
warning 
(3 wds.) 
8 Overeat 
9 More 
slender 
11 One of the 
Four Horsemen 


l a * a I ™ 
m e T E R 
A m'o r e | 
a g a t e 
C O U N T R V G I R L 
e s Y 
a t 
A V A R 
OM I T f U N E A S E 
C l T V S L I C K E R 
A D Q R E S B k A T E 
■ 
U 
n 
i d 
H 
M 
s IT aB B o R a C L E 
C A R R Y N A T I ON 
A R G U E « G O Y o n 
B B T ii 
i101 
Saturday’s Answer 


29 Taste 
15 Beseech 
18 Of yore 
19 Glove 
material 
22 Prevalent 
23 Quarantine 
24 Iranian 
Turk 
26 Vernon or 
McKinley 


or 
touch, e.g. 
30 Athirst 
32 Italian 
city 
35 Capuchin 
monkey 
36 Indian 
title 


by THOMAS JOSEPH 


ACROSS 
40 Roman 
1 Ukraine 
legislature 
5 Jethro’s 
partner 
10 Start of an 
incantation 
11 “ Clair 
(2 wds.) 
12 Affair of 
honor 
13 Crop up 
14 Dolt 
15 Flavorless 
repast 
16 Annular die 
17 Vacation 
spot 
19 California 
Indian 
20 King of 
Israel 
21 Compulsion 
22 Light­ 
headed 
24 Undergrounc 
conduit 
25 Noble 
Italian 
family 
26 Upper Nile 
tribesman 
27 “ High —” 
28 Threatener’s 
phrase 
( 2 ^ds. ) 
31 Wapiti 
32 Place 
33 Grassland 
34 Sultana, e.g. 
36 Torch — 
37 Finally 
( 2 wds. ) 
38 Ploy 
39 Sand novel 


DAILY CRYPTOQUOTE - Here’s ho w to wo rk it: 
a x y d l b a a x r 
is 
L O N G F E L L O W 


One letter simply stands for another In this sample A is 
used for the three L ’s, X for the two O’.s. etc. Single letters, 
apostrophes, the length and formation of the words are all 
hints Each day the code letters are different. 


CRYPTOQUOTES 


Ü B C 
C P T O B 
L V 
Y L X C R 
P V 
P 
J N Z Z N R 


H N T 
Z C R 
ON 
Q P A N T 
P R E 
Q I . X C 
L R . - 


O B N Z P V 
F C H H C T V N R 


Saturday’s Cryptoquote — AS A RULE, TH ERE IS NO 
SU RER WAY TO THE D IS IJK E OF MEN THAN TO BEHAVE 
W ELL W H ERE THEY HAVE BEHAVED BADLY. - LEW 
WALLACE 
. 
____________ 
( © 18 7 4 Kin * Featu re* Sy n d icate, In c.) 


M O N D A Y 
< 41 Bonanza 
4. (Ml 
(ti) Gilligan’s Island 
(4) 
Bonanza 
< 10) Movie 
< 6 * Gilligan’s Isalnd 
<34) 
Sesame Street 
110) Movie 
4:30 
(34) 
Sesame Street 
(«) Mod Squad 
4:30 
5(H) 
(fit Mod Squad 
(4) 
Merv Griffin 
5:00 
(34) 
Mister Rogers’ 
(4) 
Merv Griffin 
5:30 
(34' 
Mister Rogers 
(0) New s 
5:30 
(34) 
Electric Company 
(0» News 
0:00 
(34) 
Electric 
Company 
<4) 
News 
0:00 
(6 ) ABC News 
(4) 
News 
• 10) News 
(0) ABC News 
(34) 
Villa Alegre 
i 10) News 
0:30 
(34) 
Future Now 
(4 ) 
NBC News 
6:30 
<0) Bew itched 
(4) 
NBC News 
» 10! CBS News 
<6> Hew itched 
(34 ) 
Zoom 
( 10) CBS News 
7:00 
(34) 
Zoom 
< 4 ) Truth or 
7:00 
Consequences 
(4) 
Truth or 
(0) Bow ling lor 
Consequences 
Dollars 
(«i 
Bowling lor Dollars 
( 10) News 
( 10) News 
(34) 
Future Now 
(34) 
Future Now 
7:30 
7:30 
( 4 ) 
Hollywood Squares 
(4) 
Help Thy Neighbor 
>0) World of Animals 
(«) 
Police Surgeon 
( 10) Price Is Right 
( 10> This Is Music 
(34) 
Campaign 
(34) 
Cam paign 
H :00 
8:00 
(4) 
Adam 12 
<4) 
Fam ily Theatre 
(0) Movie 
(6 ) Rookies 
< 10) Mental Health 
(34) 
Drink. Drank. 
<34) 
America 
Drunk 
H : 30 
Drunk 
(4) 
Movie 
9:00 
( 10) Mash 
(4) 
Movie 
(34) 
Symphony 
( H ) Packers 
vs 
Bears 
9:00 
( 10) Maude 
( 10) 
Hawaii Five-O 
(34) 
Alcoholism 
9:30 
9:30 
(34) 
Woman 
( 10) Khoda 
10:00 
(34) 
Caught in Act 
(0) Marcus Wei by 
19:00 
( 10) CBS Reports 
( 10) Medical Center 
(34) 
Chicano 
(34) 
Book Beat 
10:30 
10:30 
(34) 
Future Now 
(34) 
Future Now 
1 1.00 
11:00 
• 4) 
News 
< 4 ) 
News 
(0) News 
( 10) News 
i 10) News 
II 30 
11:3o 
(4» 
Johnny Carson 
• 4) Johnny Carson 
( 10) Movie 
(0) Mission Impossible 
12:00 
( 10) Movie 
tti) News 
T U E S D A Y M O V IE S 
M O N D A Y M O V IE S 
4:00 ( 10) “ Love Nest" 
4:00 (10> “ Love Me Ten 
der” 
11 ;3o < io» “ Warlock” 
TU ESD A Y 
4:00 
Views On T elevisio n 


NEW YORK (AP) — The your Mantovani records and 
Public Broadcasting Service I ’m turning the children 
tonight is airing “ Drink, against you...." 
Drank, Drunk," a one-hour 
It’s highly effective, as is a 
look at the lush life. It’s must- serious, albeit occasionally 
see viewing for 
anyone propagandizing 
minidrama 
concerned about the major in which Larry Blyden plays 
disease called alcoholism. 
the 
frustrated, 
un- 
Produced 
by 
W QED 
in comprehending husband of a 
Pittsburgh and hosted 
by drunk, she portrayed by Ellen 
Carol 
Burnett, 
its main Madison, 
emphasis 
is 
on 
helping 
Over-all, the program, its 
families and employers of production and promotion fi- 
problem drinkers spot the nanced by a grant from the 
symptoms of alcoholics and 3M Company, is an hour well 
suggesting how to best cope spent, 
with alcoholics. 
You might ask why Carol 
But the heavy boozer might Burnett agreed to host the 
also do well to watch it, if only show. 
She 
answers 
the 
for a very funny, yet razor- question in unflinching terms 
sharp 
sketch 
about 
an in the opening segment: “ My 
alcoholic 
and 
his 
non- parents died when they were 
drinking, nagging wife. It was 46 years old because they 
written by the husband-and- were drunks." 


Kenre Ta y lo r“ * B0 ‘°g na a ml M 
e h , a R e c e i v e * 
They’re contestants in a B f U C k n e r M e d a l 
game show, “ You Waste 
U N Z Austria (AP) _ The 
Your Life, 
in which the Bruckner 
Society 
has 
easelessly cheery M.C. (Ron awarded its 1974 Bruckner 
are>) no*es the tfame is Medal to Zubin Hehta, music 
p ayed for high stakes: 
You cJirector 0f the Los Angeles 
can lose your wife, your Philhannonic. 
fam ily your house yourself- 
The 
LA 
Ph iiharmonic 
respect and your drapes. 
began its six-week European 
Contestant 
B o lo g n a, t0ur by performing Anton 
blearyeyedand m a bathrobe, B ru ckn er^ “ Eighth Sym- 
teUs about himself this way: p h ^y” on his 150th birthday 
W ell 
when 
I 
started ^p t. 4 in Royal Albert Hall, 
drinking, I was a Supreme i^d o r, 
Court Justice. Then I landed a 
jh e 
orchestra 
also 
has 
fascinating job cleaning rugs, recently 
recorded 
that 
and now I m semi-retired and sy mpho ny t piayed it here in 
living 
off 
my 
mother s Brucknerhalle and will play it 
savings. 
at Carnegie Ball during its 


firgt concert back in the 
scored by the back-and-forth United States 
psychological 
tactics 
com- 
The medal is given “ in 
mon m situations of this kind: recognition of contributions 
Lies by the drunk, nagging by 0f presenting Bruckner’s 
the wife, remorse 
hate, music here and abroad." 
forgiveness, rage and so on. 
__________ 
At one point she threatens 
The oldest 
known fossil 
to leave if he touches the records of living organisms 
gargle again, adding, “ I ’m on earth are three billion 
taking all the furniture and years old. 


HUBb RT 


Tig er 
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b y Bu d B lak e 


Flash G o rd o n 
b y Dan B arry 


FL ASH AMP 
V/CK/ ARE 
ESCORT ED 
INT O 
OALKSUIA'S 
COURT ... 


b y O ld d e n 


T 
i r r 


B lo n d ie 


H:0<* (Hi “ Trapped Beneath 
the Sea" 
8:30(4) “ The Law " 
11:30 (10) “ The Story On 
Page One" 


T 
I LL LCAM YO U 
- tm e "rEM b u c k s 
,«9- 
,p VOU^L. 
t 4 f 


b y Ch ic Yo u n g 


Sl GM ASJ 
I O U . 


T h a t s as¡ 
i 
n s u l 
t * 
J 
D O N 'T YOU TPU 5T ; ' 
YE 
» 
•- V 


V 
v 
Y 
- 
Y 
. > 
( 
f 
ä 
h 
- 
A 
Mñ 
\ 


> op co u rse 
\ l TP U S TY O U - 
BUT WHEN I DPAÛ YOU INTO 'T 
COUP’* : V A N T SO M ETHING 
f-, 
r' 
• in w ritin g ; 


N u b b in 
b y B o ltin o ff an d B u rn e tt 


L 
fJ UPBiHï 
o r n e e 


—— _ 


D o n ald Du ck 
b y W a lt D isn ey 


Tbam ' IV E 8EEN \ 
^JOGGING LIKE THIS/ 
\ F O R 25 Y E A R S ,/ 
Tf*- — I 
. 


/ THAT 
LONG 


B e e tle B a ile y 


c r t 'o W 
' 


°O q oou )1 


b y M o rt W a lk e r 


X p ra c t ic a l l y 
b ro k e my L ES 
ON THAT STUPID 
FOOT LOCKER / 


Th e H e a rt O f J u lie t Jo n es 
b y Stan D ra k e 


Jlu iJE STARTS HER FIRST VAT AS 
VOLUNTEER. WORKER AT THE 
BOOTSTRAP CL UB... 


7 HO MATTER 
U 
WHAT HAPPENS, 
MRS. CANTRELL, 
YOU MUST NEVER 
LET THE BOYS 
SEE THAT YOU'RE 
NERVOUS... OR 
AFRAID OF 
THEM... 


AFRAID ? 
r w — 
^ 


/*W 


1 


THEY'RE A ROUGH LOT 
DOWM HERE IN THE JUNGLE. 
THEY'VE HAD TO FIGHT FOR 
EVERYTHING THEY'VE GOT... 


...AND THEY 
THINK A THREAT... 
A RAISED FIST... 
EVEN A WEAPON 
IS THE ONLY 
WAY TO GET 
RESULTS. I'M 
TRYING TO 
TEACH THEM 
OTHFR MET HODS 
BUT... I DON'T 
ALWAYS 
SUCCEED. 


m 


IO-2I 
n 


^ TH E MONDAY MORNING PEP TALK 
M r. A b e rn a th y 
b y Jo n es & R id g e w a y 


o 
P i 


M Y LITTLE BLA C K BOOK 
S H IF T E D O N M E 
a g a in 
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Extortionist Blasts 
11 Power Towers 


PORTLAND, Ore. < AP) ~ State, 
lo cal an d fed eral au tho rities hav e 
begu n p rep aratio n s to co u nter p o ssible 
p o wer blacko u ts in case an ex to rtio n ist 
carries o u t his threat to d y n amite 
mo re tran smissio n line to wers in the 
Po rtlan d area. 
Bo nnev ille Po wer Ad ministratio n 
o fficials, area p o lice and the FBI 
rev iewed emergen cy p lan s Su nd ay 
after the p o wer ad min istratio n refu sed 
to p ay a $1 millio n ran so m d eman d ed 
in an ex to rtio n letter. 
Officials fro m area military in­ 
stallatio n s and the Orego n Natio nal 
Gu ard were briefed o n the situ atio n . 
Po rtlan d Gen eral Electric Co . and 
Pacific Po wer an d Light, majo r city - 
based u tilities, fired u p reserv e 
co mbu stio n-p o wered and steam p lan ts 
to p ro v id e ex tra electricity if need ed . 
City o fficials asked fo r ap p ro v al to 
o rd er o v ertime shifts fo r wo rkers 
alread y co n v ertin g a civ il d efense 
shelter into a co mmu n icatio n s cen ter 
fo r emergen cy serv ices. 
"What we p ro bably face is an o u tage 
where the en tire area might be to tally 
Daylight Time 
Ends Sunday 


WASHINGTON (AP) - Ten straight 
mo n ths o f Day light Sav ing Time will 
end Su nd ay when the natio n go es o n 
stan d ard time fo r the fo u r winter 
mo nths. 
The natio n will set back its clo cks 
o ne ho u r at 2 a.m. Su nd ay , the resu lt o f 
co n gressio n al actio n that end ed the 
n atio n ’s ex p erimen t with y ear-ro u n d 
d ay light time. 
Und er the new legislatio n , the natio n 
will stay o n stan d ard time u ntil 2 a.m. 
Su n d ay , Feb. 23, 19 75. 
The y ear-ro u n d d ay light time ex ­ 
p erimen t was d esign ed to sav e fu el 
d u rin g the co u n try ’s en ergy sho rtage. 
The Sen ate Co mmerce Co mmittee 
rep o rted the ex p erimen t resu lted in 
abo u t 100,000 barrels o f o il p er d ay 
being sav ed d u rin g the first fo u r 
mo nths o f 1974. 
Ho wev er, that co mmittee said su ch 
sav in gs "mu st be balanced again st a 
majo rity o f the p u blic’s d istaste fo r the 
o bserv an ce o f Day light Sav ing Time’’ 
d u rin g the win ter. 
The Dep artmen t o f Tran sp o rtatio n 
agreed that so me fu el was sav ed 
d u rin g the win ter mo nths bu t said 
lo nger d ay light ho u rs may hav e in­ 
creased gaso lin e co n su mp tio n in 
March and Ap ril by u p to o ne p er cent. 
'The chan ge will no t affect eastern 
In d ian a, Hawaii, Pu erto Rico , the 
Virgin Islan d s an d American Samo a, 
all o f which remain ed o n stan d ard 
time d u rin g the ex p erimen t. 


witho u t p o wer fo r a few ho u rs u p to a 
d ay o r two ,’’ said p o wer ad min istrato r 
Do n Mo d el. 


Since .Sep t. 
26 , 
11 
tran smissio n 
to wers hav e been d y n amited in the 
Po rtlan d area, eight o f them within the 
p ast week. Three o f the to wers were 
to p p led , with d amage estimated at 
$250,000, and u nex p lo d ed d ev ices were 
fo u nd attached to sev eral o ther to wers. 


The Bo n n ev ille Po wer Ad min ­ 
istratio n su p p lies electricity to all city 
u tilities. 


There are 750,000 resid en ts in the 
Po rtlan d area. Mo d el said if mo re 
tran smissio n to wers are d amaged , 
em ergen cy 
m easu res 
co u ld 
be 
req u ired that wo u ld resu lt in blacko u ts 
that wo u ld last 16 ho u rs a d ay u ntil 
to wers were rep aired . 
A 
letter 
ad d ressed to the ad ­ 
min istratio n arriv ed at the Po rtlan d 
FBI o ffice Frid ay . It d eman d ed $1 
millio n an d was signed "J. Hawker,’’ 
which au tho rities in terp ret as a v ari­ 
atio n o f the term "Jay hawker’’ u sed to 
d escribe gu errillas and lo o ters after 
the Civ il War. 
The letter said in p art . "The ex ten t 
o f d am ages resu ltin g fro m the 
d emo litio n o f fiv e o f y o u r p o wer line 
to wers Wed nesd ay night is in cid en tal. 
Ou r in ten t is to either co llect $1 millio n 
o r to make y o u p eo p le wish to hell we 
had .’’ 
Mo d el said he believ ed the o nly 
mo tiv e o f the ex to rtio n ist is mo ney . 
"There are no p o litical o v erto n es to 
the letter,’’ he said . 
The ex to rtio n ist set no d ead lin e fo r 
co mp ly ing with the d eman d bu t to ld 
the p o wer ad min istratio n to sho w it 
was read y to p ay by p lacin g classified 
ad s in three n ewsp ap ers, two o f them 
in Califo rnia. 


Parent-T eacher 
D a y P la nned By 


Logan Elm SD 


Fo llo wing the p rev isio n s o f the Ohio 
Co d e, the 
Ix igan 
Elm 
Bo ard 
o f 
Ed u catio n has p ro v id ed time fo r a 
p aren t-teacher co n feren ce d ay Oct. 28. 


The p aren ts are asked to ind icate o n 
the letter sen t ho me with each stu d en t 
the mo st co n v enient time fo r them to 
atten d a co n feren ce. The teacher will 
then co nfirm the time fo r each co n­ 
ference. 
All p aren ts o f stu d en ts fro m Kin­ 
d ergarten thro u gh the 12th grad e are 
u rged to resp o n d to this req u est. 'This 
inclu d es p aren ts with child ren in the 
Uu relv ille, Saltcreek, Washingto n. 
Pickaway , McDo well and Ugan Elm 
High Scho o l. 


STUDENT ASSISTANT—Miss Shelley May , a ju n io r at 
M arietta Co llege an d a stu d en t assistan t in the ad missio n s 
o ffice, d iscu sses the new ad missio n s bo o klet with the 
co llege s d irecto r o f ad missio n s, Jay Sho walter. 


CHRISTMAS 
TOY LAYAWAY 
____________________ 
ti 


Let Sentry Hardware 
! 
Hi de the Toys 
for You unti l 
Chri stmas Eve 
WE HAVE A NO INTEREST POLICY 
SENTRY 
HARDWARE 
107 E. M ain St. 
474-39 5 5 


Mon. Thru Sat. 8:30 A.M. to 5:30 P.M. 
Fri. 8:30 A.M. to 9 :00 P.M. 


PUMPKIN BAKE-OFF WINNER—Bo n n ie 
Frazier, Ro u te 1, Sto u tsv ille, cen ter, was 
n amed the gran d champ io n p u mp kin p ie 
baker Satu rd ay at 
the Pu mp kin 
Sho w, 
beatin g Mrs. Charles Hu ll, 540 Green acre 
Co u rt, an d Bren d a Ho o v er, 12» Park St. Mrs. 


Gen ev a Wo o d ward , left, d irecto r o f the bake­ 
o ff, an d ju d ges Mary Harp an d Lt. Ro n n ie 
Zasad n i are also p ictu red . Mrs. Do ro thy 
Shad ley is also a d irecto r o f the co n test, 
assisted by Mrs. Geo rgieTign o r. 


Special Prosecutor' s Office 
Q uietly W inding Up Affairs 


WASHINGTON (AP) - With at­ 
tentio n fo cu sed o n the Watergate 
co v er-u p trial, the sp ecial p ro secu to r’s 
o ffice is q u ietly wind ing u p its bu sin ess 
and p rep arin g to clo se its d o o rs nex t 
sp ring. 
Ad d itio nal charges p ro bably will be 
bro u ght, p articu larly fo r v io latio ns o f 
camp aign co n tribu tio n laws, an d there 
will be a final rep o rt, bu t the co v er-u p 
trial clearly rep resen ts the climax o f 
the wo rk o f the u niq u e o ffice created to 
d eal with the Watergate scan d al. 
Sp ecial p ro secu to r Uo n Jawo rski 
has su bmitted his resign atio n , ef­ 
fectiv e Frid ay . In his letter to Atty . 
Gen. William B. Sax be, Jawo rski said 
he felt the majo r wo rk o f his o ffice had 
been co mp leted . 
In ad d itio n , so u rces within his o ffice 
hav e in d icated that mo st o f the in­ 
v estigatio n s u n d er way are clo se to 
co mp letio n. 
There had been so me d iscu ssio n 
within the p ro secu to r’s o ffice mo n ths 
ago abo u t wind ing u p ev ery thin g bu t 
the camp aign co ntribu tio n law in v esti­ 
gatio ns. 
The award o f ambassad o rship s in 
retu rn fo r large co n tribu tio n s, the 
p o ssibility that Nix o n fu nd raisers had 
u sed tactics that wo u ld be regard ed as 
ex to rtio n , and still o ther co rp o rate 
co n tribu tio n s were co n sid ered areas 
that might req u ire an o ther y ear o f 
in v estigatio n. 
Bu t fo r reaso n s still no t clear, the 
p ro bes are being wo u nd u p mu ch mo re 
q u ickly . 
Since Archibald Co x bu ilt the staff in 
May 19 73, the sp ecial p ro secu to rs hav e 
bro u ght charges again st 44 in d iv id u als 
and 15 co rp o ratio n s. 
The ind iv id u als inclu d e fo rmer Atty . 
Gen. Jo hn N. Mitchell and fo rmer 
White Ho u se aid es H.R. Hald eman and 
Jo hn D. Ehrlichman , men who wield ed 
u n eq u alled and u nq u estio ned p o wer 
d u rin g the first Nix o n ad min istratio n . 
All three are d efen d an ts in the co v er- 
u p case. 
Eh rlich m an alread y has 
been 
co nv icted o f v io lating the civ il rights o f 
Dan iel E llsberg’s p sy ch iatrist, a 
charge stemmin g fro m his su p erv isio n 
o f the so -called White Ho u se p lu mbers 
u nit. 
Jawo rski is leav in g the p ro secu to r’s 
o ffice with his rep u tatio n en han ced . 
Whether it remain s u nblemished will 
d ep end in p art o n the o u tco me o f the 


co v er-u p trial an d the final rep o rt his 
o ffice is o bligated to su bmit to the 
American p eo p le. 
Jawo rski alread y has said he co u ld 
no t inclu d e all his o ffice learn ed abo u t 
Nix o n’s Watergate ro le no w that 
Presid en t Fo rd has barred brin gin g 
charges again st the fo rmer Presid en t. 
Bu t he left o ne p o ssibility o p en : he 
inv ited Co ngress to ex p an d his man ­ 
d ate, to req u ire that the final rep o rt 
inclu d e the fu ll sto ry o f Watergate. 
Swiss Nix 
O uster O f 
Foreigners 


BERhl, Switzerlan d (AP) — Swiss 
v o ters hav e d ecisiv ely rejected a 
p ro p o sal to d ep o rt 540,000 fo reign ers in 
the nex t three y ears. 
Nearly 70 p er cen t o f tho se v o ting in 
Su n d ay ’s referen d u m rejected the 
co n stitu tio n al amen d men t. The v o te 
was 1,6 89 ,870 to 878,739 . A similar p ro ­ 
p o sal fo u r y ears ago came mu ch clo ser 
to su ccess, with a 46 p er cen t af­ 
firmativ e v o te. 
The amen d men t was p ro p o sed by a 
right-wing gro u p called the Natio nal 
Actio n Against Ov er-Fo reign erizatio n 
o f Peo p le an d Ho meland . It wo u ld hav e 
set a limit o f 500,000 fo reign ers liv ing 
in Switzerland by Jan . 1, 1978. 
This wo u ld hav e mean t ex p u lsio n o f 
540,000 no n-Swiss, mo st o f them farm ­ 
han d s, u nskilled in d u strial labo rers, 
street clean ers, d ish w ash ers an d 
waiters. Abo u t two -third s o f these are 
Sp an iard s an d Italian s attracted by 
better p ay than they can get at ho me. 
Altho u gh 
Sw itzerlan d 
has 
no 
u n emp lo y men t, an d the m igran t 
labo rers d o the lo werp ay in g wo rk the 
Swiss wo n’t d o , there is a gro wing 
ten d en cy to blame the fo reign ers fo r 
in flatio n , crim e, p o llu tio n , o v er­ 
cro wd ing in the cities an d o ther 
p ro blems. Sev enteen p er cent o f the 6 .3 
millio n p eo p le in the co u ntry ' are 
fo reign ers, the highest p ro p o rtio n in 
the wo rld . In ad d itio n to the migran t 
labo rers, Genev a is the head q u arters 
o f 
n u m ero u s 
in tern atio n al 
o rgan izatio n s, an d the co u n try is a 
trad itio n al 
hav en 
fo r 
p o litical 
refu gees. 


RENT ¿v /w 
A S LOW AS 
$475 
■g« * MONTI 
BUY 
AS LOW AS 
$250 
Your Cu//tqW M dfr. .. 
d M W who Odtesf 


CULLIGAN WATER CONDITIONING 


200 S. Columbus St. - Lancaster, Ohio 


Phone 614-653 -7 485 


M ain ly 
A bout People 


Mrs. Mary May Yates was ad mitted 
to Mt. Carmel Ho sp ital West Su nd ay 
fo r su rgery . She is in ro o m 86 4 D. 


Lewis Co o k Sr., 505 Rid gewo o d Driv e 
is 
a 
p atien t 
in 
Gran t 
Ho sp ital, 
Co lu mbu s, 
Ro o m 714. 
Visiting 
is 
restricted . 


Tho mas Allen Harp er, 46 6 Jo hn St., 
has been d ismissed fro m Mt. Carmel 
Ho sp ital, Co lu mbu s. 


Police Check 
Theft Reports 


Circlev ille Po lice are in v estigatin g 
two theft rep o rts receiv ed d u rin g the 
final d ay o f Pu mp kin Sho w. 


Charles Lawso n, 6 04 S. Scio to St., 
said an Au d io tap e p lay er v alu ed at 
$125, two sp eakers an d eight stereo 
tap es were taken fro m his car while it 
was p arked in fro nt o f his ho u se. 
The u nit 
was rip p ed fro m 
its 
bracket. 


Two stain less steel mirro rs v alu ed at 
$35 were taken fro m a tru ck o wned by 
Danzel Un sco tt, McCo nnelsv ille, while 
the v ehicle was p arked o n W. Unio n St. 
n ear the railro ad tracks Satu rd ay 
night. 


A rrests 
§ 


POLICE 
Dav id Gillis Jr., 20, 212 S. Pickaway 
St., d riv in g while into x icated . 
U e Po ling, 43, U gan , into x icatio n. 
Ro ger L. Hu ghs, 23, Jackso n , in­ 
to x icatio n , resistin g arrest. 
Ev erett Beers, 21, U n caster, failu re 
to y ield the right o f way . 
Bren d a Hettin ger, 20, 319 Barn es 
Av e., warran t, assau lt. 
Po rtlan d W. Wau gh, 22, 6 19 Elm 
Av e., warran t, assau lt. 
OSP 
Stan ley Ewing, 44, Detro it, Mich., 
d riv ing while into x icated . 
Daniel O. Parks, 20, Clev eland , 
d riv ing while into x icated . 


SHERIFF 
Bern ard Engle, Amand a, d riv in g 
while in to x icated ; 
d riv ing left o f 
cen ter; d riv in g with an ex p ired 
o p erato r’s license. 
Bern ard Cd rnette, Cattletsbu rg, Ky ., 
failu re to main tain assu red clear 
d istan ce ahead . 
Hazel Gahm, Ro u te 1, Chillico the, 
left o f cen ter. 
Michael O’Do n n ell, Gro v e City , 
changing lan es witho u t cau tio n. 
Ho ward Kirk, Rey no ld sbu rg, d riv in g 
while into x icated . 


Step hen Co o k, Ashv ille, 
d ism issed fro m Mercy 
Co lu mbu s. 


has been 
Ho sp ital, 


The Geo grap hy and Map Div isio n o f 
the Library o f Co ngress co n tain s mo re 
than 3,500,000 map s an d charts and 
38,000 atlases. 


This 'N That 


Seco nd Natio nal Bank 1974 Christ­ 
mas Clu b will clo se o n Mo nd ay , Oct. 
28, 1974. 
—ad . 


P R IM F R IR flF R F F F 
f i i iv i iii n i d v r D 
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Tifasi 
X 
Steele’s are pleased to an­ 
nounce 
that 
beginning 
Wed. nite Oct. 23, and every 
Wed. 
following, 
they 
will 
be 
featuring 
delicious 
PRIME RIB OF BEEF. 


B rin g th e fa m ily a n d friends to e n ­ 


joy this d e licio u s food s e rv e d in a 


p le a s in g a t m o s p h e r e. 
STEELE’ S 


(FORMERLY TINKS) 


1 MILE NORTH OF CIRCLEVILLE 
ON OLD US 23 


BEST BUY 
I N TOWN! 
PI NTO 


SEE O U R NICE SELECTION 
TO CHO O SE FROM 


HOUSEMANESa 


5 86 N. C o u rt St. 
C irc le v ille 
4 74-31 38 


W 
prices and item» m this circular good at 
Circleville Kroger Only 


Prices, Ite m s an d ^Cou pon s in 
this Circular 
Effective Oct 21 thru Oct. 27 , 1 97 4. 
i-M c tu v c u i i . i i inru u u i. c. t , i j / 4 
NOW DISCOUNTED!CHIPS,CANDY,NUTS,COOKIES, 
SNACKS,GUM,MINTS, BEVERACES,BREAD, ROLLS, BUNS, 
DONUTS, CAKES, ALL HEALTH & BEAUTY AIDS AND MORI 


W ith Backs & Giblets 
SPLIT 
FRYERS 


Tender, Lean, Thrifty 
ROUND 
STEAK 


Tender, Lean, Thrifty 
SIRLOIN 
STEAK 


U.S. No. 1 
DELICIOUS 
APPLES 


Lb. 
Lb. 
Lb. 
Lb. 
Bog 


Van Cam p 
GRATED 
TUNA 


**': ? • 
■ 
6 V2-OZ. 
Cons 
'i. 


Country Oven 
POTATO 
CHIPS 


Twin Pnk 
9-ei. 


itrawberry Orange or Root Beer 
FAYGO 
DRINKS 


48-oz. 
Bottle 


Kroger 
¡MACARONI & 
CHEESE DINNEI 


7 V a - o i . 
Pkgs. 


i s 
. 
P| 
H 


HOURS 


211 LANCASTER PK 
CIRCLEVILLE 


Except M idnight Saturday to 9 A.M . 
Sunday. 


NOW DISCOUNTED! COOfflBi 
— 
CRACKERS 


Strawberry, O ran g e or Root B eer 
FAYGO 
DRINKS 


NOW DISCOUNTED 


Country Oven 
Pecan Rings 
. 
Pkgs 


Big Value 
Fig Bars...............10»“ 


Country Oven Choc or Vanilla 
Sandwich Cookies .. ’pkg* 


Kroger 
Cinnamon Loaf 
.... loaf 


Kroger 
Variety Breads 
. .. Loaf 


Kroger Brown N Serve 
Dinner Rolls.......... "4' 


Pate (Pop Corn. C o m Chips. Carm el Corn) 
Variety Pak.........• £ " 


Regular or Wavy 
/ reanui outrer v 
Buckeye 
<> Cookies 
y 
Potato Chips 


WAS 
MOW 


Archw ay 
Applesauce Cookies 


Light or Dark 
Profile Bread 


t o or 
. Pkg. 


1-lb 
Loaf 


Taco Flavored 
Doritos Chips. 


V 
W 
W 
J 


Kroger 
Saltines 


G old Crest 
Marshmallow Creme 


PEPS» 


j l fi oi 
' o-**’ 


§ 
Spotlight 
Bean Coffee........ 


LaChoy or Chun K ing— Bi Pak 
Chow Mein Dinner 
42 o i 
Pkg 


M ix N Drink (M akes 2 0 Quarts) 
Instant Milk... 
4 lb 
Box 


H illcrest 
Maraschino Cherries Jar 


Em bassy Plain or Buttered 
Pancake Syrup 


Plain or Sugared 
Country Oven 
Donuts 


2 4 or 
Btl 


10-ox 


Country Oven 
Potato 
Chips 


CANNED FRUIT SALE! 


Avondale 


r i l l 
: 
ranges 
3 


Kroger 
0 * 
e 
Applesauce................... J 
1 


Avondale 
4 % 
Pears.........................2 ¿T. 8 8 * 


Kroger Yellow Cling Halves or 
N 
l d 
e . 
Sliced Peaches 
2 
7 9 < 


Kroger— Plasuc Paii 
Peanut 
Butter 
¥i 


u .Pal 


69* 


y 
I 
Me.,, a.. 
• wvn r n 


Ciover Vaitey imitation 
Solo 
Dressin 


32-ox. 
Jar 


•Van 
C 
a m p S 
n imvnmaA 
uujsj A 


h h 


Em press 
Water Chestnuts. 


M K Brand 
Canned Tomatoes. 
16 or 
C an 


• */ 
i 
5/«i i y 8 9 


Regular or Diet 
/ 
Shasta Drinks........ ’I." 


Heinz Ketchup........’{f 


Grape 
Smucker's Jelly...... 31.°‘ 


HEALTH & BEAUTY AIDS and MORE! 


NOW DISCOUNTED 


McKee 
* *as 
Cakes ^ 1$ < r* 
*‘ l A k 
' 
r * | * # c 


C a k e s or C re a m Filled 
Hostess Twinkles 
Each 


Little D e b b ie N utty B ar or D e vil S q u a re s 
Snack Cakes 


Little D e b b ie F u d g e R o u n d s or 
Oatmeal Pies 


W o n d e r 


Hostess 
NOW DISCOUNTED 


Kroger Cream of Mushroom, 
Chicken rf Noodle or 
Vegetable Soup.....'2.°' 


N a b isc o Pea nut Butter or C h e e se 
Sandwich Cookies • Pkg 


S m u c k e r s 
Goober Grape........ 


B etty C ro c k e r— 3 V arieties 
Cake M ix.............. 'L0.' 


Rival Dog Food..... ’c.V" 


Pine S o l ( 2 ' O ff Label) 
Scouring Cleanser ... 


K ro g e r R efrigerated B utterm ilk or 
Homestyle Biscuits.... . Tube 


r , ¿s 
v 
/ i i ' 


WAS 


2 3 c 


NOW 


B a n q u e t Froze n Buffet S u p p e r 
Macaroni 'N Cheese. 
2 lb 
P k g 
$1 09 


B uffet Frozen 
Banquet Suppers... 
$ 1 49 


B an q u e t Frozen 
Meat Pies 


J e n o s Frozen 
Pizza Rolls....... 


S a lu to Frozen 
Pepperoni Pizza 


8 oz 
. P kg 


12 ct 
P k g 


21 oz 
P k g 


yS9 


7 3 ' 
S2 19 


Kroger Frozen Regular or 
Crinkle Cut 


f 
/ 
1 
. 
Was 
/ Freezer Pleezer 
f\y 
s 
^lee Milk V 
? 
French 
■rs 
J - h i - 
Fries 
B 9T~S6» 
12-ct. 
Pkg. 


Dirds bye Frozen 
Hawaiian, Bavarian or 


R e frige ra te d 
Kraft Cheez Whiz 
' J.°‘ 


K ro g e r 
Cottage Cheese 
. . . . 
Ctn. 


A ll F la vo rs 
Yubi Yogurt 
2,“ 


V 
> 
inch's 
s : 1 *« ’s 
_ 3 9 _ C o H e e Rich _ -h ^ 'V ^ „ „ h le s 


a - 1 
»? 5 
7* 


B ird se y e Frozen 
Leaf Spinach......... VX 
2 9 ' 


Liv A S n a p s 
Dog Treats........... 
3 5 ' 


[Johnny Appleseed's 
FA LL HA RV ES T 


:Æm 


THRIFTY BEEF IS GUARANTEE 


r 


^ i l fiP 
s 
* 
! ■ 
» 
vVA 
. 


V 


V,. 


% 


GIVI APPLES 
EOR 
HALLOWEEN! 


: V j s F 


Tender, Lean, Thrifty 
ROUND 
S TEA K 


The most versatile of all steaks . . . 
.makes marvelous Swiss or Spanish steaks 


Regular or Beef 
OS CA R MA YER 
WIENERS 


T* 


Limit 2 Pkgs. 


One coupon p«i custom » Valid Oct 21 thru 
O ct 27 197 4 S u b le t to applicala!« ta» 


HALLOWEEN SPECIALS! 


A LL MEA T 
WIENERS 


. 
APPLESI 


u 
. Oo</ 


Red or White 


10 to 14 Lb. 
FRES H 
TURKEYS 
INDIA N RIV ER 
GRA PEFRUIT Ipi,Knf f T~ 


1 W 
h ip s 
29* 


T e n d e r, Lean. Th rifty 
DECAL RUMP 
ROAST 


T e n d e r, Lean, Th rifty 3 Lbs or M o re 
BEEF CUBE 
STEAK 


T e n d e r, Lean, Th rifty 
TOP ROUND 
STEAK 


.Lb 


.L b 


.L b 


79 


$1 49 


$1 6 9 


A RDA LE 
CONEYS 


Serve 'N Save 


for 
nflF 


California 


PUMPKINS 
ptf ALL 
KROGER STORES 


V INE RIPENED 
TOMA TOES 


VER BEEN FROZEN 
12hm 


V A I U A H K C O U P O N 


» LIV ER 
S A US A GE 


1 2-oz C arton D e li C h e f 
MA CA RONI 
S A LA D 
W ith co u p o n and purchase of 


O n e C tn at R eg u lar P rice 


Ona coupon par customer Valid Oct 21 thru 
Oct 27 . 197 4 Sub[ect to applicable ta» 


Swift 
Premium Franks.... •• Pkg. 99 


P re m iu m 
m _ A - 
Swift Beef Franks....^ 51 
J 


B ro w n & Serve 
_ 
_ 
Swift Sausage 
L" 89* 


Sugordale Smokiest" 8 9 ‘ 


Kroger 
Sliced Bologna 
7 9* 


Regular S u g a rd a le 
Beef Coneys 
VV; 7 9t 


Lb. 
9 
' 


J 


18 
4 Lbs. or More 


¿ j * 


U.S. #1— Washington 
FA NCY 
PEA RS 


Lb. 


JFLAME TOKAY 
GRAPES 


. 


A 
* 
.Jtr v v 
■.jesr> 


KROGER'S P R ) 
) BEEF MIX 


It 


Y*J 
PK 
S ' - a 
w 
\V a’ 


%; - 


OR CHOOSE 
U.S.D.A. 
CHOICE 
PEOPLE'S 
CHOICE 


Tender, Lean, Thrifty 
Porterhouse 
ÆSTEAK 
b O 
- 
- 
_______ — 
. 
.17 9 


STEAK 


Tender, Thrifty Roast 
SEMI-BNLS. 
CHUCK 


Whenever you want uniformly superb flavor 
and juicy rich tenderness in beef, insist on 
People's Choice U S Govt. Graded Choice Beef 
— a Kroger exclusive Not only does People's 
Choice Beef meet rigid U S 
Department of 
Agriculture standards for U S D A 
C H O IC E 
quality ... it also meets Kroger's own quality 
criteria for beef excellence All People's Choice 
Beef is triple trimmed of excess fat. bone and 
waste for outstanding value 


U .S. Govt. Graded Choice 
BOSTON ROLL 
BEEF ROAST 
..Lb 


T e n d e r, Lean. Thrifty B o n e In 
SHOULDER 
$ f 3 9 
SWISS STEAK 
» I 


T e n d e r, Lean. Thrifty 
RIB EYE 
S4»79 
STEAK.............. .x* 2 


T e n d e r, Lean. Thrifty 
BOTTOM ROUND 
$ m 5 9 
STEAK...............tb I 


\ 


_ _ _ _ _ _ _ _ _ _ _ 


Serve 'N Save Sliced 
ICMEON 
MEAT 
Æ 


Kroger Finest Duality 
PIECE 
OLOGNA 


U.S. Govt. Graded Choice Shoulder 
SWISS 
STEAK 
Lb 
T “% 


U.S. Govt. Graded Choice 
I 
u.a. uovi, brade 
ROUND 
‘i " o n 
With coupon and purchase of 
4 Lbs or Larger English. Shoulder Sw iss or 
tM HP 
- -a, 
BOSTON ROLL 
I STEAK 
BEEP ROAST 
■ 1 


i f 


Lb 


U n a c o u p o n poi M u i i i n n Valid Oct 21 thru 
O ct 2 7 1 97 4 Sutiioct to applicabla tan 


Lb. 


i r 


U.S. Govt. Graded Choice Boneless 
TOP ROUND ^ 
STEAK 
~ J 
Lb 


ÏÆM 
SMOKED ■ 
PICNICS ■ 


U .S. Govt. Graded Choice 
SIRLOIN 
STEAK 
L b 


O s c a r Mayer M e a t or 
Beef Bologna 
99« 


F r e s h Fryer D r u m s t ic k s or 
RB t 
fryer Breasts 
^ o “ 


F r e s h 
m 
. 
Roasting Chickens . ..Lb 0 7 


F re s S h o r e Frozen 
Sole fillets 


Fre s S h o re Frozen 


, o S 1 3 9 
Pkg 
I 


rres onore rroien 
Æ * . 
fish Sticks 
VV9 99« 


S e a P a c 
a gm « m 
Shrimp 'N Batter 
1 


T V * 
d i s a i - . 
• iir t P v e T k n o w in g W a - 
art3 


i t 
s h o u l d 
h a p p e " ^ 
g n 
a d v e r - _ 
bUt 
rarilY out ol-stoc 
apo- 
tem potatiiv 
te a se accept 
< 


tiSedesSPaend oiler to 
a s * *or 
t0 9 K!«. rteih 0» equal quah V 
e(1ti,ies 
parable . t « ^ checW 
T h is ^ ^ ^ 


K r°9,o buy this advertised P 


sate p r i c e n e x t w e e 
-------- 


rA w m tfi 


U.S. Govt. Graded Choice 
T-BONE 
7^ 
STEAK 


EVERY CUT GUARANTEED TO BE 
DELI CI OUS OR YOUR MONEY GLAI 


Lb 


W h o le Pork Loin Sliced Into 


M Î Î t e î . 't î ’i î " « 1 
- 


Th«* « true 
I. 


h9r* Bed weT,,?* 
meybe *' 


Ffo m i h , f 
" 
Pfodue i A 


» ,^*n to Ware*.*W 
n»u»t l)a 


«P*nd fo, i o S t r i ' *°r m h o ^ 10 o, 
‘ 


J * " " " own 
C>» W .. 


Ano* you 
Pn>l 


...... 


■ 


/ 


Fl ap Stax, Corn Muffi 


SWISS MISS 
COCOA MIX 


B R O W N 
ft« » » * MU 
1 j 
Grand Award 
<> Christ mas ^ 
Cards 


Cookie 
V 
Sheet 


With coupon and purchase of 
Four Pkgs. French's 


O n t c o u p o n p a 'c u t t a m t i V alid O ct 21 thru 
Oct 2 7 1 97 4 Subje ct to applicable ta« 


Grap* 
i m 
* > 


Each 


With coupon and purchase of 
Three 5-oz. Bath Size Bars 


Each 


O n « c ou p on per c usto m er V alid O ct 21 thru 
O ct 2 2 1 97 4 S t4>ject to applicable ta» 


With coupon and purchase of 
One 30-ct. Box 


O ne cou p on p «i cu sto m e r V alid O ct 21 thr 
O ct 27 1 97 4 Sub|«ct to applicable tan 


With coupon and purchase of 
One 2-Lb. Box Pillsbury Buttermilk 


O ne cou p on per custo m er V alid O ct 21 thru 
Oct 27, 1 97 4 Su bje ct to applicable ta» 


With coupon and purchase of 
One 1 5 V2 -0 Z. Pkg. Pillsbury 


W e do all in our power to have all our Advertised 
Sp e cials on our shelves w hen you shop for them 
Som etim es, due to conditions beyond our control, we 
run out of an advertised special. If this should happen to 
you, ask the store office for a R A IN C H E C K which 
entitles you to the sam e advertised special at the sam e 
special price any time within 2 weeks. 


O ne co u p o n per custom er V alid O ct 21 thru 
O ct 2 7 1 97 4 Su bje ct to applicable tan 
Breck Creme Rinse or 
Breck 
^ 


13-oi. 
Con 
With coupon and purchase of 
One 22-oz. Bottle 


O n e cou p on per custo m er V alid O ct 21 thr 
Oct 27, 1 97 4 Subje ct to applicable tan 


With coupon and purchase of 
One 32-oz. Bottle Clorox 


O n« co u p o n per custo m er V alid O ct 21 thri 
ct to applicable tax 


With coupon and purchase of 
One 4-oz. Bottle Kroger Pure 
usrceitiE 


O ne cou p on per custo m er V alid O ct 21 thru 
^ O c ^ ^ T 1 97 4iS u b ie c t to applicable la» 


Liquid Lem on or Pink 


With coupon and purchase of 
$3.00 or more Gold Crest 
ALLOWEiN 
CANDY 
O ne cou p on per custo m er V alid O ct 21 thru 
O ct 2 7 1 97 4 Su bje ct to applicable ta» 


mmmm 


(Eirrlnnllr Itirrali) 


Monday October 21, 1974 
20 Pages 
I 5c Per Copy 
Circleville, Ohio 
91st Year— 248 
Dean Still On Stand 


SNOW ON TMF' PUMPKIN—The end of Pumpkin Show was 
hit with a 4-inch snowfall late Saturday, which did little to 
dampen the spirits of those w ho stayed to close out the annual 
event. Sunday morning, the city and county woke up to see a 
white world. Angie Amey, daughter of Mr. and Mrs. David 
Amey, sits atop a pumpkin and enjoys the beauty of the 
scenery. 


Kent Trial 
Jury Selection 
Gets Under Way 


E V E L A N D , Ohio (A P )- Jury 
selection for the trial of eight former 
Ohio National Guard members ac­ 
cused of civil rights violations in the 
campus gunfire that killed four and 
wounded nine students four years ago 
begins today in U.S. District Court. 
Court officials summoned 
125 
prospective jurors to appear this 
morning and said more would be 
called if the venire is exhausted before 
a jury is seated. 
Chief Judge Frank J. 
Battisti, 
presiding over the Kent State trial, 
clamped the lid on pretrial speculation 
by ordering attorneys and principals 
not to discuss the case with reporters. 
The trial could last several weeks. 
Both government and defense have 
lists of 150 potential witnesses for each 
side. Attorneys indicated they did not 
expect to call all of them. One attorney 
estimated the total number of wit­ 
nesses called to the stand would 
number about IOO. 
After nearly three m onths in­ 
vestigating the Kent State tragedy, a 
federal grand jury indicted the eight 
former guardsmen last March 29. 
The 
indictm ent 
charged 
they 
violated the civil rights of the 13 
students killed or wounded in a 13- 
second gunfire burst May 4, 1970, 
during a confrontation with demon­ 
strators protesting U.S. military in­ 
volvement in Cambodia. 
The indictment named law rence A. 
Shafer, 28, and James D. McGee, 27, 
both of Ravenna, Ohio; William E. 
Perkins, 28, Canton, Ohio; James E. 


Pierce, 29, Amelia Island, Fla.; Ralph 
W. Zoller, 27, Mantua, Ohio; Barry W. 
Morris, 29, Kent, Ohio; Mathew J. 
McManus, 28, West Salem, Ohio, and 
I>eon H. Smith, 27, Beach City, Ohio. 
These men were charged 
with 
willfully assaulting and intimidating 
demonstrators by firing weapons in 
their direction and violating their con­ 
stitutional rights. 
Convictions could bring a $1,000 fine 
and prison terms up to life. 
The Ohio National Guard went into 
Kent State May 2, 1970, on order of 
former Gov. James A. Rhodes. The 
.student antiwar demonstration had re­ 
sulted in the burning of the Army 
Reserve Training Corps building on 
the state school’s campus. 
Rhodes testified to the grand jury, 
which conducted the fourth official 
inquiry into the shootings. 
A Presidential commission, a state 
grand jury called by Rhodes and the 
Federal Bureau of Investigation also 
investigated. 
The commission disputed claims 
guardsmen fired in self-defense and 
called the shootings “unnecessary, 
unwarranted and inexcusable.” 
The state grand jury cleared the 
guardsmen, saying it found they fired 
because they had reason to believe 
their lives were in danger from rock- 
throwing demonstrators. 
The state jury indicted 25 persons, 
including Kent State students and 
former students, but the state dropped 
most of the cases more than a year lat­ 
er. 
President Defends 
Rocky Nomination 


WASHINGTON (AP) - President 
Ford is standing by his nomination of 
Nelson A. Rockefeller, declaring, “ I’m 
still convinced he would make a good 
vice president.” 
Ford, fielding questions from five 
newsmen aboard Air Force One late 
Saturday, was asked whether any 
conservative Republicans had urged 
him to withdraw the increasingly con­ 
troversial nomination. 
“I wouldn’t say anybody seriously,” 
the President responded, implying 
that such advice had been received. 
Standing in shirtsleeves in the aisle 
of the plane as it brought him home 
from a campaign trip to Louisville, 
Ky., Ford held what amounted to an 
informal news conference. 
Ford said he expected Rockefeller’s 
nomination to be confirmed before the 
President’s planned trip to Japan next 
month. This would seem to be out of 
the question since Ford tentatively 
plans to leave the country Nov. 17 and 
Congress does not return from its elec­ 
tion recess until the following day. 
Meanwhile, 
Rockefeller 
was 
described by a prominent Senate 
Democrat as “a man who has great 
experience, tremendous, ability.” 
The comment came from Senate 
Democratic leader Robert C. Byrd of 
West Virginia, who said in an in­ 
terview Sunday on the CBS program 


“Face the Nation” that he still planned 
to vote for Rockefeller’s confirmation 
despite 
the 
recent 
financial 
disclosures. 
Byrd said, however, that he was glad 
that the Senate would not be voting 
im m ediately on the nomination 
because “there are many questions 
that remain to be answered.” He said 
the Rockefeller gifts and loans raise a 
more serious question than the back 
taxes. 
In New York Sunday, Rockefeller 
said through spokesman Hugh Morrow 
that he gave Henry A. Kissinger 
$50,000 to enable Kissinger to join the 
Nixon administration as head of the 
National Security Council. 
And, Rockefeller was quoted in an 
interview in Time magazine as saying 
that Kissinger was concerned about 
earning less in Washington than he had 
been, 
because “he had just 
got 
divorced and had responsibilities to his 
children and to his former wife. 
“I urged him to take the job. He 
didn’t want it. Okay, so I helped him 
out. 
“He put the money in trust for his 
children. What’s more human than 
that,” Rockefeller said. 
In 
the 
interview, 
Rockefeller 
described the gifts he gave to former 
associates and friends as “a great 
American tradition.” 


WASHINGTON (AP) - With four 
tapes down and three to go. John W. 
Dean III is returning to the witness 
stand to relate what happened in the 
White House after he told then- 
President Richard M. Nixon about the 
Watergate cancer growing on the 
presidency. 
The prosecution in the Watergate 
cover-up trial was expected to finish 
with Dean today after playing the 
remaining three White House tapes, in 
which his voice was recorded along 
with Nixon’s. 
law yers for all five defendants, 
John N. Mitchell, H R. Haldeman, 
John D. Ehrlichman, Kenneth W. 
Parkinson and Robert C. Mardian, 
then will have a chance individually to 
question Dean, the first government 


witness who has been on the stand 
since last Wednesday. 
Meanwhile, 
special 
W atergate 
prosecutor I^eon Jaworski said in a 
television interview Sunday that the 
entire story of Watergate will come out 
during the trial. 
“Through the evidence at the (cover- 
up ) trial, you’re going to have the story 
of Watergate,” Jaworski said on the 
NBC program “Meet the Press.” 
The last tape played for the jury in 
the conspiracy case was of the con­ 
versation Dean had with Nixon the 
morning of March 21, 1974. In that 
talk, IX*an told Nixon that demands by 
the Watergate defendants might cost 
$1 million. 
Later that day, in the next tape to be 
played, 
Nixon 
conferred 
with 


Haldeman, Ehrlichman and Dean. 
Their discussion included talk of a par­ 
don for Watergate figure E. Howard 
Hunt Jr., who had pressed the most 
persistent money demands. 
The next tape was recorded the 
following day when Nixon, Haldeman. 
Ehrlichm an, Dean and Mitchell 
discussed strategy for the coming 
Senate Watergate committee hearings 
and the complicity of administration 
and re-election committee officials in 
the break-in and cover-up. 
There had been several previous 
versions of the March 22 conversation. 
The 
White 
House 
transcripts 
released last April had Nixon saying 
flexibility was necessary “in order to 
get off the coverup line.” 
The House Judiciary Committee, 


during its im peachm ent inquiry, 
issued its own transcript, containing 16 
pages of dialogue not included by the 
White House. 
In the House document, Nixon is 
quoted as laying “ I don’t give a shit 
what happens. I want you all to 
stonewall it, let them plead the 5th 
Amendment, cover-up or anything 
else, if it’ll save it — save the plan.” 
The reference to the plan concerned 
the stance the White House would take 
to the Senate hearings. 
In his interview, Jaworski, who 
leaves office Friday, also said that he 
thought Nixon was guilty of “ob­ 
struction of justice,” and, when asked 
whether he agreed with President 
Ford’s reasons for granting Nixon a 
pardon, he snapped “no.” 
Ford Takes Truman-Like Stance 


WASHINGTON <AP)—President 
Ford has been told by close associates 
that he sounds like a Harry S. Truman 
on the campaign trail. And if Ford 
hasn’t given Democrats much hell yet, 
he’s trying. 
Facing heavy odds in attempting to 
resist an erosion of Republican 
strength in Congress, Ford is using 
more strident, more Truman-like 
rhetoric as the campaign progresses. 


Apparently by design, Ford became 
increasingly partisan last week as he 
jetted into seven states on behalf of 
Republican candidates. The change in 
approach produced a 
presidential 
decision 
Saturday 
to 
abandon 
prepared texts and, as he put it, “talk 
heart-to-heart, 
straight-to-straight.” 
Ford seemingly wanted to say, 
“straight from the shoulder,” but 
couldn’t remember the cliche soon 
enough — one of the perils of un- 
prompt u speechmaking. 
But without a text, Ford tends to 
toughen up his language as he makes 
his big pitch: Elect Republicans or a 
Democratic veto-proof Congress of 
big-spending budget-busters will 
produce a legislative dictatorship. 
Here’s a typical sample from a 
Saturday-night speech in l/>uisville, 
Ky. 
“ Ix;t me put it just as bluntly as I 
can. If you get a veto-proof Congress, 
boy, tighten your seatbelts. You are 
going right through the roof of the 
United States Capitol as far as the fed­ 
eral treasury is concerned ... The keys 
to the treasury will be thrown away 
and the money will pour out un­ 
believably.” 
The results of Ford’s campaigning to 
date have been mixed, although he told 
reporters Saturday, “I’ve really been 
encouraged ... I loved those crowds.” 
The President’s audiences, even 
when sizeable, often have seemed 
more curious than enthusiastic. And 


ROONDTOWN 


DARREL Sheline, owner of 
Darrel’s IGA in Parkersburg, W. 
Va., 
is the 
buyer 
of 
Ralph 
Dreisbach’s world’s largest squash. 


THE Herald will start a “toss off” 
route in South Bloomfield for per­ 
sons wishing to subscribe to the 
newspaper. . . 
In bad weather, the papers will be 
wrapped in plastic bags . . . Persons 
wishing to subscribe, should contact 
the Herald, 474-3131, where they 
may pay in advance for sub­ 
scription . . . The carrier will not 
collect. 


PUMPKIN Show 1974 is history 
and already the board of directors is 
planning for 1975 and 1976, the 
Bicentennial Years . . . This was 
one of the most successful ever 
according to Ned Harden, vice 
president . . . 
He noted that more people are 
attending local fairs and festivals 
throughout the state than ever 
before . . . The Pumpkin Show 
received extra nationwide publicity 
this year because of the World 
Series of the Pumpkin with Half 
Moon Bay, Calif., the “ Pumpkin 
Capital of California” including 
mention on the Paul Harvey news 
broadcast . . . 
A lot of photographs were taken of 
Pumpkin Show this year . . . The 
Kodak Clowns ran a small survey 
Saturday, questioned 30 camera 
carriers and found out the 30 took 
anywhere from two to 720 pictures 
for an average of 68 each . . . They 
“guessed” that about 20 per cent of 
the people who attend Pumpkin 
Show carry cam eras.. . 
If Harden’s guesstimate of over 
500,000 people (“ I hate to use that 
figure because nobody believes it,” 
he says), is anywhere near correct, 
that’s an awful lot of pictures. . . 
The photo contest deadline tor this 
year’s festival is Dec. I . . . Entries 
should be mailed to Circleville 
Pumpkin Show Inc., Box 228, Cir­ 
cleville 43113. 


sometimes they’ve been small. For ex­ 
ample: 
No more than 4,000 turned out 
Saturday in a louisville hall that seats 
18,000, despite a telephone blitz and 
local radio advertising. 
- Airport rallies at lincoln, Neb., 
and Greensboro, N.C., drew barely 
2,000 each and a fund-raising box 
luncheon at Greenville, S.C., attracted 
but 300, who sat surrounded by tiers of 
empty seats. 


To 
balance 
off 
such 
dis­ 
appointments, Ford can point to much 
bigger, noisier receptions in Sioux 
Falls, SD., Indianapolis and Ander­ 
son, S.C. 
Voter apathy in Watergate’s wake 
may be the reason why Ford has yet to 
attract crowds as large and en­ 
thusiastic as those that customarily 
welcomed other presidents in recent 
decades. 
Ford never professes to believe his 


efforts could do more than help cut 
Republican losses in the November 
balloting. But he has told reporters his 
personal involvement in the campaign 
is important, even if it presents risks 
for his presidential prestige. 
“ If I don’t do anything and we lose,” 
he asserted, “ Republicans in the 
House would say, he didn’t even try.’ 
“ At least I tried, and if the results 
are better than the polls say ...” 
He did not finish the sentence. 
Glenn Blasts 'Lies' By Perk 


By THE ASSOCIATED PRESS 
Democratic U.S. Senate candidate 
John 
Glenn 
has 
accused 
his 
Republican 
opponent, 
Cleveland 
Mayor Ralph Perk, of telling the 
“most scurrilous, malicious kind of 
lies" in a desperate attempt to bolster 
his campaign. 
Glenn, in an interview Sunday, 
challenged Perk to prove his charges 
or “apologize to the people of Ohio for 
misleading them. 
“That’s a challenge he can’t take up 
because he knows he can’t prove any of 
the things he’s putting out,” Glenn 
said. 
The former astronaut referred to a 
statement put out by Perk Saturday 
after warrants were issued for a 
former Glenn campaign aide on bad 
check charges. 
Perk called the check case a 
“scandal” and charged Glenn with a 
“ W atergate-type 
coverup.” 
He 
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claimed some of the bogus checks 
were “redeemed with Glenn campaign 
money in order to cover up these 
alleged criminal activities.” 
Glenn said Sunday the man named in 
the warrants, Dmis Quintero, got no 
money from the Glenn campaign and 
contributed no money to it. lie said his 
staff advised people who thought they 
were bilked out of money to report it to 
the police. 
Perk claimed that Glenn learned of 
Quintero’s activities in September, but 
didn’t tell authorities. 
Stephen J. Kovaeik, Glenn’s cam­ 
paign 
m anager, 
said 
Quintero 
volunteered his services in April, 
representing himself as a 
public 
relations consultant. 
He said Quintero opened offices in 
Spanish 
speaking 
sections 
of 
Youngstown, Cleveland and Toledo, 
but his activities apparently leased in 
the middle of August. 
Kovaeik said Quintero was told in a 
telegram from Glenn’s staff Sept. 25 
that he was “to have nothing more to 
do with the Glenn campaign.” 
Quintero reportedly is wanted in 
connection with the writing of bad 
checks totaling as much as $65,000, 
allegedly for repayment of loans he 
obtained 
in 
the 
name 
of 
the 
Democratic nominee. 
In other political developments, the 


Weather 


Sunny and warm today, high near 50. 
Clear and warm tonight, low, upper 
30s. Sunny and warm Tuesday, high 
near 60. Probability of precipitation, 
zero per cent today and tonight and IO 
per cent tomorrow. Temperatures 
Sunday were; high, 45; low, 22. 


Columbus Dispatch reported Sunday 
the latest results of its voting machine 
poll show incumbent Democratic Gov. 
John (Milligan and his Republican 
challenger James Rhodes locked in a 
dead heat going into the final two 
weeks of the campaign. 
Meanwhile, Rhodes said in cam­ 
paign stops Sunday that thousands of 
Ohio school children must walk to 
school this winter rather than ride 
buses because of the administration’s 
“adamant refusal to adequately fund 
Ohio’s schools.” 
Rhodes also said a large number of 
school districts are operating on split 
session and at least seven districts are 
preparing to close for the same reason. 
Ohio River 
Quake Noted 


PARKERSBURG, W.Va. (AP) - No 
damages or injuries were reported 
Sunday when a small earthquake 
shook a wide area along the Ohio River 
here. 
G.A. 
Bollinger, 
professor 
of 
geophysics at Virginia Polytechnic 
Institute at Blacksburg, Va., said the 
quake 
was 
recorded 
on 
the 
seismograph at the school and would 
have registered between a two or three 
on the Richter scale. 
He described it as “very small and 
very rare” but said several such 
quakes have been reported in the area 
in the last hundred years. 
Residents of the area said the 
vibrations and tremors lasted only a 
few seconds. At first an explosion was 
suspected at one of several nearby 
chemical plants. Irater when plant offi­ 
cials reported nothing unusual, it was 
assumed it was a sonic boom. 


(•RANT) CHAMPION—The float, ‘‘Frost on 
the Pumpkin” was declared the grand 
champion by Pumpkin Show judges, built by 
James and Belle Sowers, the float was 
sponsored by 84 Lumber Co. It was the first 
grand champion float for Mr. and Mrs. 
Sowers in their 12 years of building the 
decorative mobile displays. 'The girls riding 
the float were Denise Mercer and Krista 
Arledge. First place w inners in each division 


were: 
Church of the Nazarene, Church 
Division. ‘‘Christ is the Key” ; YMCA, School 
and Youth Organizations, “ Pals Forever- 
Friends Always"; Pickaway Township Fire 
Department Auxiliary, Fraternal and Civic, 
“Community 
Happiness” 
Pleasant 
View 
Baptist Church, Special Class, “ Lily of the 
Valley” ; and Circleville Merchants, Mer­ 
chants 
and 
Commercial, 
“ Pum pkin 
Beauties". 


Markets 


NEW YORK (AP) - Stock prices 
slipped marginally lower in slow 
trading today, as companies reported 
third-quarter earnings and several 
commercial banks announced cuts in 
their prime rates. 
The noon Dow Jones average of 30 
industrials was off 1.56 at 653.32, 
recovering from earlier lows when the 
index was down almost 4 points. 
Earnings reports for a number of 
companies fell short of year-earlier 
levels during the third quarter and 
indicated further softening of the 
economy, brokers said. 
On the American Stock Exchange, 
the market-value index at noon was off 
.08 at 68.09. 
Declines edged advances 586 to 511 
among 1,514 issues traded on the New 
York Stock Exchange, whose broad- 
based index sagged .09 to 37.99. 
Transamerica Corp. topped the Big 
Board’s volume list, steady at 5s*. 
Ford Motor, which disclosed various 
cost-cutting measures today, fell IH to 
33%. 
Imperial Oil A was the most active 
Amex issue, down % at 27%. 
NEW YORK (AP) - 
Stocks 
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S U R P R I S E —Circleville and Pickaw ay 
County residents were surprised Sunday 
morning to f»nd the first snowfall of the year 
blanketing the ground. The snow, which 
started late Saturday night, accumulated to 
from two to six inches in spots but was gone 
by the afternoon. Many tree branches were 


not as lucky as this one on N. Court St. when 
the weight of the snow broke them off. The 
snow caught county crews unaware, as they 
were called out to salt bridges and some 
roads. The snow, hitting the warmer roads, 
caused more of a driving problem by turning 
into a heavy fog. 


Trio Arrested 
In Theft. Arson 


(Fed-State): Barrows and gilts steady to 
mostly 25 higher, demand fair go good. U S 
1-2, 200-230 lbs. country points, mostly 40.25 
few 40.50, plants. 40.25-40.75. U.S. 1-3, 200-230 
lbs. country points, 40.00-40.25, few 39.75, 
plants, 40.00-40.50. 
Receipts Friday: Actuals 7400, today’s 
estimates 7,000 
CINCINNATI, Ohio (AP) - CatUe and 
calves 925. Compared to last Monday, 
slaughter steers and heifers steady. 
Slaughter cows 11-1.50 higher. Slaughter 
bulls steady. Supply 40 per cent slaughter 
steers, 40 per cent heifers. 
Slaughter steers: choice, 925-1075, yield 
grade 2-4, $42-43.50, 950-1125, 3-4, $41-42, 
mixed good and choice, 925-1075, $39,40.50 
Standard and good, $35,35.50. Standard $30- 
35, low dressing, $25-30. 
Slaughter heifers: choice, 850-960, 2-4, $40- 
41, 800-950, 3-4, $39-40, mixed good and 
choice: 
740-900, $37-39. Good. 
$33.37 
Standard: $25-30. 
Slaughter cows, utility, $19-22.50. Cutter, 
$16-20.50. 
Slaughter bulls: yield grade 1-2, 11.00-1455, 
$28.50-32. 
Sheep: 75. Wooled slaughter lambs $1 
higher. Choice and prime 80-100, $35-37. 


Three former Circleville residents 
were arrested Friday, by Sheriff 
Dwight Radcliff and Detective Don 
Thompson for grand theft of an auto 
and arson. 
Radcliff and Thompson went to the 
residence of the three, who were all 
living together in Columbus, at the 


Ford Holds 
Meeting With 
Echeverria 


WASHINGTON (AP) - President 
Ford left here at dawn today enroute to 
his first visit outside the United States 
since becoming the nation’s chief ex­ 
ecutive. 
With oil and economic problems 
promising to dominate their talks, 
Ford set aside eight hours for his first 
hands-across-the-border 
meeting 
with 
Mexican 
President 
Luis 
Echeverria. 


Ford was flying to Nogales, Ariz., 
from Washington to meet Echeverria 
before embarking on a lengthy round 
of substantive discussions at meeting 
sites in both countries. 
The talks, which mark Ford’s first 
venture outside the United States as 
President, will embrace Mexico’s 
quest for economic concessions and 
the U.S. interest in a major oil dis­ 
covery in that country. 
There 
were 
indications 
that 
Echeverria might like to trade oil for 
Washington’s agreement to admit 
migrant Mexican farm workers — a 
development that would help ease 
Mexico’s serious unemployment prob­ 
lems. 


Ford was expected to stress north-of- 
the-border concern about the flow of 
illegal immigrants from Mexico at a 
time when the United States has a 
mounting unemployment problem of 
its own. 
The U.S. President told reporters 
Saturday night that immigration, oil, 
joint efforts to curb traffic in illicit 
narcotics and seven or eight other 
matters of mutual concern would be 
taken up. There was no formal agenda 
for the discussions. 


Ford’s itinerary had him flying from 
Andrews Air Force Base, Md., to 
David-Monthan Air Force Base in 
Tucson, Ariz., then going by helicopter 
to Nogales to greet Echeverria. 
The two presidents were to fly by 
helicopter to Magdalena de Kino 70 
miles south of the border for nearly 
two hours of talks at the local city hall. 
Ford and Echeverria then will go by 
helicopter to Tubac, Ariz., 15 miles 
north of the border, for a luncheon and 
more discussions. 


The two leaders planned to wind up 
their meetings with a ceremony at the 
Davis-Monthan air base. 
Ford was scheduled to spend the 
night in Oklahoma City, to spend the 
night and make campaign 
ap­ 
pearances there and in Cleveland 
Tuesday before returning to the White 
House. 


time of arrest. 
George J. Grooms, 18, 201 W. Mill 
St., turned himself in to authorities 
Thursday stating that he was presently 
AWOL from the service. He was 
placed in jail awaiting proper service 
authorities to pick him up. 
Thompson then 
went 
to 
the 
Columbus home and arrested Ricky 
Lee Petty, 20, Columbus. Sheila 
Grooms, 19, Circleville wife of George 
Grooms, turned herself in to sheriff’s 
authorities, Friday morning. 
The trio stole a car from Columbus, 
Sept. 23 bringing it into Pickaway 
County, stripping it and setting it on 
fire. 
They then stole a car in Circleville 
belonging to a Columbus resident, 
during Pumpkin Show, Wednesday. 
Detective Thompson found the car in 
Petty’s garage stripped, ready to be 
taken to the junk yard. 
Thompson noted that while return­ 
ing 
Friday 
with 
Petty 
after 
recovering stolen items, Petty at­ 
tempted to escape. Petty went through 
the city parking lot when an unknown 
man halted Petty and held him until 
Thompson and Deputy Bill Dountz 
arrived. 
The department would like to know 
the name of the man who aided them. 
George Grooms was bound to grand 
jury on two $3,000 bonds, for grand 
theft and arson; Petty two for $4,000 
bonds, for grand theft and arson and 
Sheila Grooms, signed a recognizance 
bond for $1,000. 


Cold Air 
Chills Much 
Of Nation 


By THE ASSOCIATED PRESS 
Unseasonably cold air chilled many 
parts of the country east of the 
Mississippi River early Monday, with 
temperatures reported near or below 
freezing from New England to the 
northern half of South Carolina. 
In the Midwest, tem peratures 
dipped into the teens in southern 
Michigan and northern Indiana. 
Despite the cold, there was little 
precipitation in most parts of the 
nation. 
The exceptions were reports of an 
inch of snow in north central Nevada, 
scattered rain showers from Idaho into 
the western regions of Montana and 
Wyoming, and the northern sections of 
Utah. 
Light snow also left traces of 
moisture over the western portion of 
New York State and Pennsylvania. 
There were cloudy conditions in 
southern Texas, northern Michigan 
and spots along the eastern Ohio 
Valley 
through 
the 
central 
Appalachians. 
Conditions were cool but fair over 
the remainder of the country. 
Temperatures were in the 50s over 
much of the plains to the Central Gulf 
Coast and were in the 40s to low 60s 
west of the Rockies. 


Six Injured 
In Weekend 
Accidents 


Six people were injured in four 
weekend traffic accidents investigated 
by 
Pickaway 
County 
Sheriff’s 
Deputies. 
Hazel Gahm, 61, Route I, Chillicothe, 
was referred to a physician for 
treatment of forehead lacerations in a 
two-vehicle accident 3 p.m. Saturday 
on the Circleville-Kingston Road. 
According to the report, she was 
following a pick-up truck and farm 
wagon operated by Margaret Enoch, 
Route I, and attempted to pass when 
Mrs. Enoch made a left turn. 


Ms. Gahm was charged with driving 
left of center. 
The first of two accidents on Route 23 
occurred 7:50 p.m. Friday just north of 
Country Road 511. 
Philip Boles, 47, New Carlisle, was 
southbound on Route 23 and Bernard 
Cornette, 46, Cattlettsburg, Ky., could 
not stop his vehicle in time when Boles 
was slowed by traffic. 


Cornette was charged with failing to 
maintain assured clear distance 
ahead. Vicki Lohmes, 19, Urbana, a 
passenger in the Boles vehicle, suf­ 
fered neck and shoulder injuries. 
Three people were hurt in a three- 
car pileup on County Road 511 just 
south of the Big Bear Supermarket 
entrance 2:50 p.m. Saturday. 
John Moreland, 33, Columbus, was 
headed south in one vehicle followed 
by Dora Hsiao, 38, Columbus, in 
another. 


Bernard Engle, 54, Amanda, was 
driving north on the road when he went 
left of center, hitting the Moreland car 
in the left side, and then the Hsiao car. 
David Logan, 6, Columbus, a 
passenger in the Moreland car, was 
treated for forehead injuries; Ms. 
Hsiao was treated for abrasions; and a 
passenger in her car, Dori Hsiao, was 
treated for leg injuries. 
Engle was charged with driving 
while 
intoxicated; 
having 
no 
operator’s license; and driving left of 
center. 


Deputies arrested drivers of two 
cars involved in an accident 8:20 p.m. 
Sunday on Route 23, just south of South 
Bloomfield. 
Michael O’Donnell, 19, Grove City, 
was northbound on Route 23 in the 
driving lane, and Howard Kirk, 42, 
Reynoldsburg, was also northbound in 
the passing lane. 
O’Donnell apparently attempted to 
change lanes, hitting the Kirk car and 
knocking it into the median strip. 
O’Donnell 
was 
charged 
with 
changing lanes without caution, and 
Kirk was arrested for driving while 
intoxicated. 
Mary Kirk, a passenger in Kirk’s 
auto, was treated for a back injury. 


Church Schedules 
Missionary Service 


A missionary service will be held 
7:30 p.m. Wednesday at First Church 
of Christ in Christian Union with Dan 
and Judy Devore, students at Cir­ 
cleville Bible College, speaking. They 
spent the summer as interns on the 
Texas-Mexican border. 


A THOUGHT 
FOR TODAY 


A go o d m on never really dies. 
His influence is felt by those left 
behind. 
A n o n ym o u s 


P r o s o n t e d as a Public Service by 


FIRST NATIONAL BANK 


CIRCLEVILLE 


COMING TO SAM’S PLACE 
BIG RED STEEL BARN 
5 Mi. So. of Chillicothe on Route 23 


FOR RESERVATIONS CALI 775 3188 OR 663 2048 
MICHAEL TWITTY 
SAT. OOT. 26 9 P.M. to 11 p.m. 


Grand Opening of Beautiful Cocktail Lounge 
Also Masquerade Party 


Michael Twitty formerly Conway Twrtty. lr 


There are marked similarities between Michael and Conway 
such as physical appearance, being avid sports fans, (and 
past 
participants), fine entertainers 
and 
real people 
and 
both having started out in rock 'n roll and endinp up in 
Country Music 


MRS. ANGELINE M. ALKIRE 
The funeral service for Mrs. 
Angeline M. (Angie) Alkire, Route I, 
who died Friday will be held 9:30 a.m. 
Tuesday at St. Joseph Catholic 
Church. Burial will be in St. Joseph 
Cemetery, Columbus. 


MR. DAVID B. SMITH 
Mr. David B. Smith, 91, 361 Dear­ 
born Ave., died 6 p.m. Saturday at 
Berger Hospital. 
Bom March 17, 1883 in Johnson 
County, Ky., he was the son of b an d er 
and Sarah Kelly Smith. 
He was preceded in death by his first 
wife, Nancy Rigsby Smith, two sons, 
three daughters and one stepson. 
Survivors include his widow, Flora 
Skaggs Smith; two sons, Sidney A. 
Smith and David Smith Jr., both of 
Chillicothe; three daughters, Mrs. 
Elsie Swank, Watt St.; Mrs. JoAnn 
lowery, W. Water St.; Mrs. Dolitha 
Davis, Columbus; two stepdaughters, 
Mary Fyffe, Crockett, Ky. and Gladys 
Fyffe, Dayton; one stepson, b an d er 
Keaton, Fairborn; 45 grandchildren; 
many great-grandchildren, great- 
great-grandchildren and great-great- 
great-grandchildren. 
The funeral service will be 2 p.m. 
Tuesday at the Three Locks Church of 
Christ in Christian Union with the Rev. 
David Gyrus and the Rev. M. D. Maple 
officiating. Burial will be at the Three 
Iiocks Cemetery in Ross County. 
Friends may call at the Wellman 
Funeral Home until ll a.m. Tuesday 
and at the church until time of the 
service. 


MRS. FLORENCE J. JONES 
Mrs. Florence Julie Jones, 
82, 
Kingston, died 9:45 a.m. Sunday at her 
residence of an apparent heart attack. 
Bom July 20,1892 near Kingston, she 
was the daughter of John and Sarah 
Peters Richter. 
Her husband, Clarence Jones, died 
Aug. 31, 1971. 
Survivors include one son, Marvin F. 
Court News 


Real Estate Transfer 
Joseph C. and Frances R. Moats to 
Roy D. and Sonja M. Smythe, 6.091 
acres, Washington Twp. 
Money Suit and Foreclosure Filed 
Cellar Lumber Company, 766 S. 
Pickaway St. vs Michael S. and Mary 
F. Lombardo, Ashville; plaintiff 
demands judgment against defendants 
in the amount of $4,706.98 and demands 
sale of property to pay that amount. 
Money Suit and Injunction filed 
Larry Sheets, Route I, Williamsport 
vs June Sheets, executrix of the estate 
of 
Edna 
Hanawalt, 
Route 
I, 
Williamsport and others; plaintiff 
demands judgment against defendants 
in the amount of $20,800 actual 
damages 
and 
$100,000 
punitive 
damages and seeks an injunction 
restraining the defendants from in­ 
terfering with his farming operations 
during the 1974-75 lease 
Divorces Granted 
Carla J. C arolers vs Richard M. 
C arolers; defendant granted divorce 
from wife on grounds of gross neglect 
of duty and extreme cruelty; plaintiff 
restored to her former name of Carla 
J. Gamer 
Betty L. Erwin vs Bobby Allen 
Erwin; plaintiff granted divorce from 
husband on grounds of gross neglect of 
duty and extreme cruelty and restored 
to her former name of 
Betty 
Sheumaker 
Brenda D. Whitt vs Jack D. Whitt; 
plaintiff granted divorce from husband 
on grounds of gross neglect of duty and 
extreme cruelty and awarded custody 
of couple’s two minor children 
Foreclosure Dismissed 
The American Bank of Central Ohio 
vs Florence Bailey and others; case 
settled 
and 
dismissed 
without 
prejudice 
New Citizens 


MISS HILDENBRAND 
Mr. and Mrs. Mick Hildenbrand, 
Route I, are the parents of a 5-pound 1- 
ounce daughter born 12:24 a.m. 
Monday at Berger Hospital. 
MASTER REYNOLDS 
Mr. and Mrs. Robert L. Reynolds 
(Petricia Mantlo,) Route 4, are the 
parents of an 8-pound 10-ounce son 
bom 7:43 p.m. Saturday at Berger 
Hospital. 
MASTER PEART 
Mr. and Mrs. Roger Allen Peart 
(Cathy Lynn Miller,) Route 
I, 
Williamsport, are the parents of an 8- 
pound l l4-ounce son bom 8:30 a.m. 
Sunday at Berger Hospital. 


Jones, Route I, Kingston; two grand­ 
children, Marion F. Jones, Route I, 
Kingston and Mrs. Joe (Nancy) Huhn, 
Kingston; five great-grandchildren; 
one sister, Mrs. Essie Hildenbrand, 
Kingston. 
The funeral service will be held 2:30 
p.m. Wednesday at Hill Funeral Home 
in Kingston with the Rev. Michael 
Wright and the Rev. Pearl Casto of­ 
ficiating. Burial will be in Hallsville 
Cemetery. 
She was a member of Kingston 
United Methodist Church, United 
Women’s Society, a 50 year member of 
Kingston Chapter OES 411, worthy 
matron in 1941 and 42 and a member of 
Past Matron’s Circle. 
Friends may call at the funeral 
home beginning 6:30 p.m. Monday. 
OES memorial service will be held 
7:30 p.m. Tuesday at the funeral home. 


MR. JOSEPH A. MCCOY 
Mr. Joseph A. McCoy, 63, Route I, 
Harrisburg-Darbyville Road, Orient, 
died Sunday evening at the Fayette 
Memorial Hospital in Washington C.H. 
Bom Dec. 4,1910 in Ohio, he was the 
son of Otto and Essa Tener Branson. 
He resided in the Orient area since 
1949. He was a member of the South­ 
western Church of Christ of Grove City 
and was a retired road driver for 3 C 
Motor Freight. 
Survivors include 
his 
widow, 
I^ahoma Sprague McCoy; two sons, 
Joseph E. and Timothy C., both of 
Route I, Orient; two grandchildren; 
two sisters, Mrs. Ruth Mortimer of 
Bainbridge and Mrs. Lena Blazer of 
Frankfort; three brothers, James and 
Robert, both of Bainbridge and Frank 
of Piqua; several nieces and nephews. 
The funeral service will be 2 p.m. 
Wednesday at the Porter Funeral 
Home in Mt. Sterling. Burial will be at 
Pleasant Cemetery. 
Friends may call at the funeral 
home beginning 7 p.m. Monday and 
until the time of service on Wed­ 
nesday. 


RIGHT 
IN 
STYLE 


The K E R W IN 


r by 


You'll be right in style with 
this new style. It's especially 
made for all occasions. Practical 
for either dress or casual wear. 
It's a garment symbol of 
our casual era. 


Corduroy............................$ 55 


Wool M e lto n 
* 65 


Suede Leather . . . . *135 
CADDY 
MILLER’S 
MEN’S SHOP 
BankAmericard 
Master Charge 


Op£tv £ette/t " 


Dear Friends, 


lf circumstances make it more convenient, we make 
available an Insured Payment Plan, making it possible to 
budget all or any part of funeral costs over a 12, 24, or 36 
month period, with the balance of the loan insured. 
Our firm has always had complete funeral services in 
every price range. All of our prices are plainly marked, and 
there are no ’unexpected extras’. 


Respectfully, 


oJS/lacU^i Cfunefia /! 
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M 
B 
m VALUABLE COUPON Q 
FOL GERS 
INSTANT COFT ii 
S | 8 9 


U.S.D.A.CHO ICE BEEF 


Limit I * 'c o u p o n 
On# per ta mi tv 
.Jar 
C ■(met October 26 1974 
C AH D I NA I N O V A L B L U ! S T O N E S 
S T O N E S 
00 74 03 
J ROUND SIEH 


VAlUAltC COUPON 


PiUsburys 1 
• " t l s b u r v 


BEST 


xxx* 


U S.D A. CHOICE 


L im it I Mr cou po n 
and S IO pur ch ai# 


KLOHR 
FLOUR 
5 5 9 
BONI STEAK 


E Mpiras OctotMf 2 8 197 4 
C A R D I N A L N O V A L B L U E S T O N I S 
AO 0 3 


* 0 VALUABLE COUPON 


CE RE AL 
CHEERIOS 


U.S.D.A. CHO ICE BEEF LOIN 
a SIRLOIN STEAK 


SLICED BEEF LIVER 
- 89‘ 
SPARERIBS 
u 9 9 < 
13« BEEF CUBE STEAK u,41 
$159 


• U S D A. CHOIC E BONELESS 


S 
S 
VALUABLE COUPON 


PLA NTER S 
c*=slBEEF ROUND STEAK J ]49 
WA"UT bX S | po r k s t e a k 
u. 99* 
ECKRICH FRANKS 1: 99* 
^ JiSS^ H Sgc X j 


VALUABLE COUPON O 


FO LGE RS 
COFFEE 


ECKRICH 
CHUNK STYLE 
ALL MEAT 
BOLOGNA 


lb. 


U.S.D.A. CHOICE BEEF ROUND ^ 


Lb. 
RUMPROAST 
49 


Boneless 
FRESH 
BROMID CHUCK 
u n 


// 
^ 
BOSTON BUTT STYLE 
J 
2<’ ^ u ^ P O R K ROAST 
89* 


11' 
A BLL COLLON 
BETTY C R O C K E R 
| 
jaMPIECRUSTSNCKSId 


P ric e s E ffe c tiv e th ru S a t. O ct. 26, 7 974 


D E L M O N T E 
TOMATO JUICE 


MONARCH BASKET OLIVES 


VLASIC KOSHERSPE ARS 


VLASIC NO GARLIC SPEARS 


HEINZ57STEAKSAUCE 


OCEAN SPRAY CRANAPPLE JIN CE 


ARMOUR POTTEDMEAT 


ARMOURTREET 


ARMOUR VIENNASAUSAGE 


G R E E N GIANT 


16 oz 
Cans 


TH A N K YO U 
CHERRY 


GR E E N GIANT 
jm 
PEAS 4 


DIXIE WHITE PAPER PLATES 


GLAD TRASH BAGS 


P I N K V l l l O W o i O H L I N 
DIXIE BATHROOM REFILLS 


S O F T W E V E B A T H 
W h it e or A s s o r t e d C o lo r s 
TISSUE 3 


FUTURE FLOOR FINISH 


BIG WALLY WALL CLEANER 


i 
1 0 O ff Label 


j MR. CLEAN 


• 
2 O ff Label 
COMET CLEANSER 


GLORY FOAM RUG CLEANER 


D ET E R G E N T 
a * a 
CHEER 
ir99‘ 


PIE RUINS 


H A N O V E R LIGHT RED 


G R U N G IA N T C U r 
GREEN BEANS 


Dairy Values 


VANILLA 


VALUABLE COUPON 
I 


Wy 
LIQUID D E T E R G E N T 
C m 
LUX 
ll 


D i s h e s 


LU X 


Limit 1 w /coupon 
One per family 
32 oz 
Bottle 
I apii. 
O ' tnt)**! 26 1974 
C A R O ! N A I R O V A I ( H U F S T O R E S 


VAiw.JLE COUPON 


LIQUID 


Lim it 1 ^ /c o u p o n 
One per family 
16 O Z 
Bottle 
E npires O ctober 26 1974 
C A H O ' N A L R O V A I B L U E S T O R E S 


ICECREAM 
49 


G a llo n 


C a r to n 


H A R D I N 
APPLE CIDER 
BLUE BO N NET 


59 
G al 


T R O P I C A N A 
ORANGE JUICE 
MAR6ARINE 


1 Lb . 


W h ip p e d 59 


89 


t 
Rid-X 
For Septic Tanks 


1 Lb 
Pkg 
SJ 59 


SEASON'S FINEST EBUITS G VEGETABLES 
SANI FLUSH 
33< 


U S NO 1 IDAHO BAKING 
POTATOES 
Pepsi Cola 


LU S C IO U S P L U M P RED T O K A Y 
i f w 
u 
u 
i l u u i m i n 
GRAPES 
». 35* PARSNIP 


T A N G Y NUTRITIOUS FRESH 


Plus Deposit 
LA RGE S N O W WHITE CALIF 
M f k * 
FIRM CRISP WHITE FLESHED TASTY FRESH SMITH 
_ 
CAULIFLOWER 
69' TURNIPS 
- 25 


Ours, Yours And Theirs 
4 
The Circleville Herald, Monday October 21, 1974 
LAFF - A - DAY 
A Page Of Opinion 


Research Decline 


Although it remains popular 
in Congress and elsewhere to 
criticize defense spending, 
reports that the Soviet Union is 
pulling 
ahead 
in 
m issile 
superiority are causing some 
searching 
looks 
at 
U.S. 
weapons research. 


The 
Pentagon 
says 
its 
research is 
falling 
behind, 
affected both by inflation and 
reduced appropriations. 


Defense Department of­ 
ficials might be suspected of 
trying to feather the nest. 


which is not uncommon in 
Washington, but they have the 
facts to support their claim. In 
the last decade total defense 
spending w as declined by 
about one-fourth, with basic 
research down about 35 per 
cent. 


The picture is familiar. 
After 
each 
war, 
alm ost 
without exception, the nation 
has gone through a period of 
disdain for the military and 
neglect 
of 
defense 
preparedness. 


Even 
with 
the 
an­ 
nouncement that the Soviets 
have 
dem onstrated 
the 
capacity to launch from subs 
missiles capable of traveling 
almost 5,000 miles — twice the 
distance 
of 
the 
farthest 
traveling 
U.S. 
sub-based 
projectile — few alarms are 
sounded in the capital. 
A loud and clear warning is 
called for. The kind of military 
hardware stockpiled today in 
armaments closets does not 
permit much catching up once 
hostilities begin. 
y 
% 
Football s His Game 


NEW YORK - How about Jerry 
Ford for the Carnegie Medal for 
Heroism? 
First citation: 
“Gerald R. Ford, President of the 
United States, picked up his southpaw 
pen and performed one of Amrican 
history’s most valorous acts by signing 
his name to a proclamation pardoning 
former President Richard Nixon. 
In all the annals of Presidential 
pardons there has been nothing even 
approxim ating this single act of 
political courage. It was signed and 
sealed though he guessed at the time 
that it might cost him 20 points in the 
Gallup and Harris ratings. It did. Also 
it cost hun the friendship of a lot of his 
old chums in the Congress — pals he 
was going to need badly to support him 
in his efforts to keep the U.S. from 
sliding further into the mire of the 
Nixon Depression. 
Furthermore, he absolved Nixon 
peremptorily after saying he’d wait for 
the outcome of court cases and sub­ 
poenas that had been served on the ex- 
Prez. On top of that, Ford excused 
Nixon for crimes which Nixon has. 
never admitted he committed. 
Second citation: 
He had the raw courage to hold up 
the telecast of the third game of the 
World Series while he repeated a belt- 
tightening speech on the economy. 
That meant that he intruded on what 
about 80,000,000 Americans considered 
their civil rights — the right to see a 
ballgame. 
He did this in face of the terrible fate 
that befell “Heidi,” when that juvenile 
telecast was put on the air before the 
conclusion of a soul-stirring and giz­ 
zard-shaking pro football cham ­ 
pionship. 
Ford is the new Heidi. 
But surely he careth not a damn. 
He’s going to keep making that talk on 
the economy until he understands it. 


ON THE LINE 
By BOB CONSIDINE 
front bumper of the car, to block any 
lines drives headed Wilson’s way. The 
ex-President whould not have been 
able to duck such shots, 
duck such shots. 
Warren G. Harding had once had a 
piece of a minor league team in 
Marion, O., and was as much of a fan 
as his predecessor. He kept a box score 
and downed bags of peanuts during a 
game. 
Calvin Coolidge was a real baseball 
square. Knew from nothing. At the end 
of the ninth inning of the seventh game 
of one of the most enthralling World 
Series ever played, the 1924 meeting of 
John McGraw’s Giants and young 
Bucky Harris’s Senators, and with the 
great 
(but twice-defeated) Walter 
Johnson coming in as a relief pitcher, 
and the score tied 3-3, Coolidge got up 
to leave. 
His wife grabbed him by the seat of 
the pants. 
“ Where are you going?” she 
demanded. 
“Game’s over,” Silent Cal said. 
“End of the ninth inning.” 
Herbert Hoover loved baseball. He, 
too, had been a college manager, at 
Stanford. One of his great anguishes as 
President was the day in 1931 when he 
appeared at Shibe Park to see a game 
between the Philadelphia Athletics 
and the St. I/mis Cardinals and the 


whole congregation rose to boo him 
and chant, 
“ We 
Want 
B eer!” 
Prohibition still had its heel on the 
neck of the thirsty, and Hoover was 
blamed for everything in those dreary 
days. 
EDR was a jaunty fan. Did a lot of 
arm-waving and scorecard-fanning. 
Harry Truman could take it or leave it, 
but never dared miss an opening day to 
throw out the first ball. He was a 
switch-thrower: he alternated being a 
southpaw and a northpaw. 
Dwight 
Eisenhower 
stunned 
baseball to the roots by announcing he 
would not throw out the first ball of 
1953. Worse, he said he had a golf date 
that day. Fortunately for him, the 
game was rained out, so he made it to 
the ballpark the next day. Had he not, 
he, instead of a future in-law, might 
have become the second President 
ever impeached. 
JFK had played the game all his life, 
of course; LBJ liked being the top 
banana in the Presidential box, 
surrounded by fellow politicians. 
Nixon, always pining to be one-of-the- 
bovs, would never have thought of 
missing being used as a stooge, as long 
asthore was a ballclub in Washington. 
Now along comes Jerry, the finest 
athlete ever to occupy the White 
House. And he pops up in the World 
Series. 
Business World 


By JOHN CUNNIFF 
AP Business Analyst 


Presidents have been treating 
baseball with gloved-handed respect 
since 
old 
Clark 
Griffith 
of 
the 
Washington Senators invited President 
Howard Taft to throw out the first ball 
in 
1913. 
With 
the 
precedent 
established, few Chief Executives 
have dared reject an invitation to have 
their office exploited by a crassly 
commercial game. 
But some have liked it. Woodrow 
Wilson had managed the Princeton 
ball club at one time and knew the 
game well. After he left the White 
House, he’d frequently attend games 
at Griffith Park under extraordinary 
circum stances. His Pierce Arrow 
convertible would be driven on to the 
field and parked in foul territory 
between first base and right field. 
Wilson, immobilized by the stroke that 
had hit him while still in the White 
House, would watch the game from the 
back seat of the open car. A batting- 
practice catcher always sat on the 


NEW YORK IAP) - Debt re­ 
payments on installment loans are 
taking most of the discretionary in­ 
come of some consumers, liayoffs are 
mounting. Factories are slowing the 
production lines. 
What do these characteristics 
suggest9 
Well, 
certainly not 
a 
recession, if you use the standards of 
the administration. President Ford 
says there’s no recession. So does his 
commerce secretary, Frederick Dent. 
Earlier in the year Dent referred to 
the economic decline as an “energy- 
crisis spasm.” Izist week, after the 
third straight quarterly decline in the 
Gross National Product, he explained 
“the spasm continues.” 
What really is occuring, Dent ex­ 
plained, is “sideways waffling,” a 
term that will be variously interpreted 
as an effort to hide the truth, a lack of 
awareness, or a frightening attempt at 
euphony that recalls the reassuring 
statements of the early Hoover ad­ 
ministration. 
M ysteriously, the definition of 
“recession” disappeared with the 
onset of what once used to be called 
recession. The most popular definition 
was two consecutive quarters of 
declining Gross National Product. 
They'll Do It Every Time 


To date, the GNP has fallen for three 
straight quarters — 7 per cent in the 
first three months of 1974,1.6 per cent 
in the second three, and 2.9 per cent in 
the third quarter. 
Moreover, a further decline, most 
likely larger than that in the third 
quarter, is likely to occur in the final 
three months of the year. And a large 
number of responsible economists 
foresee a continued decline early in 
1975. 
Contributing to the decline is a 
slowing of factory operations. A 
Federal Reserve Board report reveals 
that plants operated at only 79.2 per 
cent of capacity in the July-September 
period, the lowest in two years. 
Lionel Edie, the economic consulting 
arm of Merrill Lynch, the broker, 
predicts the gap between potential 
GNP and actual GNI3 will be the 
widest since the 1930s by the middle of 
next year. 
At the same time, joblessness is 
moving sharply higher. It reached 5.8 
per cent of the labor force in Sep­ 
tember, and is almost certain to ex­ 
ceed 6 per cent in the fourth, or 
current, quarter. 
With an economy acting so badly and 
often so surprisingly, long-distance 
forecasts are dangerous to make. 
Many responsible economists are, 
however, suggesting that a rate well 
above 6 per cent might prevail early in 
1975. 
The strains of this deterioration are 
present in every middle and lower 
class family in America, especially 
since they are combined with a con­ 
sumer price inflation that leaped to 
11.5 per cent in the third quarter. 
Many families now are buried by 
their own mismanagement, having to 
use their income merely to pay old 
bills. Installment debt repayment in 
the second quarter hit 16 per cent of 
disposable income, highest ever. 
More 
significantly, 
that 
debt 
amounted to 45 per cent of dis­ 
cretionary income, or that income not 
autom atically committed to the 
purchase of necessities. 


School Superintendent 
On Russian Tour 


MOSCOW (AP) - Ohio School Supt. 
Martin Essex is in the Soviet Union 
heading a 12-member State Depart­ 
ment team conducting a two-week 
study of educational developments 
here. 
Tile delegation plans to observe 
nursery 
schools, 
kindergartens, 
elementary and secondary schools, 
vocational and technical centers, 
evening schools and universities. 


Today 
In 
History 


By THE ASSOCIATED PRESS 
Today is Monday, Oct. 21, the 294th 
day bf 1974. There are 71 days left in 
the year. 
Today’s highlight in history: 
On this date in 1805, an English fleet 
under I/)rd Nelson defeated French 
and Spanish fleets off Spain s Cape of 
Trafalgar, ending Napoleon’s power 
on the seas. 
On this date — 
In 1938, the Japanese captured the 
Chinese city of Canton. 
In 1944, in World War II, U.S. troops 
captured Aachen, the first 
large 
German city to fall to the Allies. 
In 1945, women voted for the first 
time in France. 
In 1967, thousands of demonstrators 
against the Vietnam War stormed the 
Pentagon in Washington, and at least 
250 arrests were made. 
Ten years ago: President Charles de 
Gaulle threatened that France would 
withdraw from the European Common 
Market unless agreement was reached 
on its agriculture program. 
Five years ago: Willy Brandt 
became the first Socialist chancellor in 
West Germany’s 20-year history. 
One year ago: The U.N. Security 
Council passed a joint U.S.-Soviet 
resolution calling for an immediate 
cease-fire in the war between Israel 
and her Arab neighbors. 
Xpday’s birthday: 
Former New 
York Yankee pitcher Whitey Ford is 46 
years old. 
Thought for today: He that will not 
apply new remedies must expect new 
evils — Roger 
Bacon, 
English 
philosopher, about 1214-1294. 
Editions 


Of The Past 


IO YEARS AGO 
1964 
An ordinance proposing to amend 
Circleville^ zoning law was held to 
first reading by city council. A public 
hearing on the amendment was con­ 
ducted in conjunction with the regular 
meeting. The primary issue concerned 
house trailers in the city. 


Three airmen stationed at Lock­ 
bourne Air Force Base and a Cir­ 
cleville resident were arrested by the 
Pickaway County Sheriff’s Depart­ 
ment in conjunction with a burglary at 
the local American 
Legion 
Post. 
Walton Spangler 
was the county 
sheriff. 


lawrence Reid was named to fill a 
vacancy on the Westfall Board of 
Education. He was the Muhlenberg 
Twp. clerk of trustees. 
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S O P P Y 
M o t o r 
R o u t e 
c u s t o m e r 
i n f o r m a t i o n 
will b e t a k e n b u t n o t d e l i v e r e d till n e x t d a y 


“I got into trouble at school for something I didn’t 
do...my homework.” 


Speaking Of Your Health 


by Lester L. C o le m an , M D. 


Polyps have been taken out of my 
nose three times. After the operation, I 
feel fine. Then the polyps return and 
my nose becomes blocked again. Why 
do they keep returning? 
Mr. T. L. T., Pa. 
Dear Mr. T.: 
Nasal polyps are caused by infection 
of the sinuses, allergies, or a com­ 
bination of both. 
Polyps are grape-like swellings in 
the inner lining of the mucous mem­ 
brane of the nose. 
When they grow large, they impair 
breathing through the nose because of 
their size. 
Immediately following surgery the 
free passage of air through the nose is 
so comfortable that many patients fail 
to return for further treatment. Herein 
lies the reason for the return of polyps. 
If the underlying allergy and sinus 
infection remains untreated, polyps 
will form again and continue to grow 
until they obstruct free breathing. 
It is important that the cause of 


polyps be treated after the polyps have 
been removed. 


My doctor refuses to give me water 
pills to lose weight. My friends take 
them and lose as much as three pounds 
a day. 
Miss F .E ., N.J. 
Dear Miss E.: 
Since you wrote this letter, have you 
noticed that those same friends have 
regained their lost weight? 
The temporary loss of weight by 
dehydration is not a substitute for loss 
ot weight by sensible dieting. 
Diuretics, or “water pills,” are very 
valuable tools of modem medicine. 
They are carefully chosen for very 
specific conditions. 
They are not used casually by 
doctors. 
Unfortunately, many of these pills 
are purchased without prescription, 
and are traded by “friends” who have 
no awareness of the fundamental 
principles of weight reduction. 


' Mon In Uniform 


By JIM BISHOP 


The Coldwater Girls, under the 
direction of Mrs. Don Ringer, were to 
be included in the entertainment at the 
rally and 
covered 
dish dinner 
scheduled by the Pickaway County 
Women’s Republican Club. 
Runaway Bay Is 
Accurately Named 


RUNAWAY BAY, Jamaica (AP) - 
Runaway Bay on Jam aica’s north 
coast is said to have been named for 
the runaway slaves in the 17th and 18th 
centuries who fled to Cuba in canoes. 
Once they arrived, the Spanish would 
immediately baptise them so they 
couldn’t be returned to the “British 
heretics” without imperiling their 
immortal souls. 
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My brother John would look like a 
cop, even if he wore a grass skirt. The 
hard Irish kisser, the belly, the 
dignified swinging stride all spell 
“fuzz.” And yet, in a family of 
policemen, he was always the softest 
touch. Grandpa Tier called him 
“puddin’ head.” 
It is common for brothers to look 
different, to be disparate in their tastes 
and ambitions. We two, who huddled 
together on the cold nights for many 
years, could not be further apart. 
My mother told me that when he was 
almost two, he wet his pants. She was 
about to spank him when he shouted 
through tears, “Jim did it in my 
pants.” A kid like that can’t be all bad. 
He had blondish wavy hair; mine 
was black. He had pink scrubbed skin; 
mine was dark. He had his friends; I 
had mine. Our parents were stem 
disciplinarians, but, when he played 
around a bonfire and mother smelled 
smoke on his good suit, I was hit for it. 
When I asked why, she said, “You 
should have been watching him.” I 
was neat with my clothes and shoes; 
he wasn’t. Someone told him about 
girls and, overnight, he became the 
Beau Brummell of the neighborhood. 
Nothing was too fine for Johnny to 
wear, including my father’s best ties. 
Deep inside, he had a respect for the 
police uniforms worn by grandpa and 
my father. In addition, he was rank 
conscious. 
When he enlisted in the 112th Field 
Artillery, John was a rear rank buck 
private, but, when he had a formal 
photo made, he sewed sergeant’s 
stripes on. 
After that hitch, he enlisted in the 
Coast Guard and served aboard the 
destroyer “Cassin” out of New Lon­ 
don. 
He walked head up, arms 
swinging in uniform. Like his brother, 
he made his youthful mistakes, but his 
best was when he had “True Love to 
Bubbles” tattooed on his arm. 
A lot of “Bubbles” followed that 
Bubbles. I feel now that he made out 
better with girls because he was so 
courtly that he forced them to become 
aggressive. They were making bold 
moves and wondering why. 
He was painfully law-abiding. When 
the rest of us were jamming second­ 
hand accelerators to the floor, Johnny 
was doing 25 miles per hour, bestowing 
smiles on pedestrian girls who had the 
right attributes. 
If he was apposed to any specific 
thing, it was study. His sole aspiration 
was to become a policeman and buck 
for a pension. He met an attractive 
redhead named Anna Gryniak and, 
overnight, Johnny’s harem went down 
the drain. 
He became soulful. He went to 
church regularly. He even tried to 
learn Polish phrases so that he could 
impress Anna’s mother. Anna was a 
little more than attractive; she was 
ambitious. She didn’t think much of a 


policeman’s life. 
The marriage was in a church a 
Sixth and Cole Streets, and I couldn’ 
understand a word the priest sail 
whether it was in Latin or Polish 
Anna’s father made pink gin for th* 
reception. I almost fell in the brida 
veil when it was passed around. 
That was a long time ago. Thei 
three children have children. The; 
lived nice—not rich—and bought thei 
radios and furniture on the time 
payment plan. John became a railroai 
detective. 
He was happy. I was busy clawini 
my way to the stars. He finished i 
day’s work, had a good steamy dinner 
and sat holding Anna with one ham 
and a bottle of beer with the other. T 
his way of thinking, this was th 
ultimate; there was nothing further h 
wanted out of life. 
Anna scrimped enough for a dowi 
payment on a house. She and Johnn; 
lived upstairs. My sister Adele and he 
husband lived downstairs. It is i 
symbol of John’s logic that when Adel 
claimed a pipe was leaking from th 
second floor down onto her brand ne> 
wallpaper, John drew himself up to fu] 
dignity. 
“Adele,” he said. “It isn’t leaking oi 
anything upstairs, so you get it fixed. 
We were that kind of family. Throug 
the years, the most careful driver I 
the world bought many cars. I carnic 
recall one that did not sustain a buste 
transmission. John always had 
friend who could fix it for half-price o 
his own time. 
When it was repaired, he drove oi 
happily and, two blocks away, th 
transmission fell out. He had that kin 
of luck. Our lives are planets apart, 
have drive; he has none. But I wouldn 
trade him for the original Abel. 
Nine years ago, I asked Irvin 
Cowan, president of the Diploma 
Hotel and Country Club in Florida, t 
help Johnny attain his old ambition. I 
you get down that way, you’ll see hir 
pacing his beat, a polite, slightly aloe 
man—in uniform. 
Whatever he had in mind when w 
were kids, he finally made it . . . 
Subdivision Gets 
W ater Again 


NEWARK, Ohio (AP) — Wate 
service was restored today for the 20 
homes in the Forest Hills subdivision 
Licking County Common Plea 
Court Judge Winston Allen Frida; 
granted the City of Heath authority t 
supply the water and bill the Fores 
Hills Utility Co. for the service. 
Allen’s action followed failure of til 
company to comply with a court orde 
issued Tuesday directing it to provid< 
water to the subdivision. The stat 
attorney general’s office filed con 
tempt of court charges against th* 
utility Friday. 
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City Teachers Attend 
In-Service Workshops 


WORKSHOP—During Thursday’s in-service day, Nicholas 
Drive Elementary teachers participated in a workshop 
entitled “ Mastering The Basic Math Facts ". Shown with Dr. 
Charles VY. Smith Jr. of Ohio University are Floreen Meeter, 
Mary El sea, Beth Smith and Karen Adkins. 


The Circleville City Schools con­ 
ducted three workshops for all 
elementary teachers on Thursday. 
The workshop for primary teachers, 
“ Mastering the Basic Math Facts,” 
was conducted by Dr. Charles W. 
Smith Jr., Associate Professor in the 
School of Curriculum and Instruction 
at Ohio University, and Dr. Paul S. 
Malcolm, Assistant Professor in the 
Mathematics Department at Ohio 
University. 
Emphasis was placed on every-pupil 
response techniques, techniques for 
total class involvement, and master) 
techniques in basic facts. 
Teachers were given materials and 
assisted in the construction of 
materials, games, and activities which 
they 
took 
back 
to 
their 
own 
classrooms. 
Weekend 
Traffic Toll 
Hits Only 4 


By THE ASSOCIATED PRESS 
Ohio motorists apparently have 
recorded one of their safest weekends 
of the year, following two of their 
deadliest. 
The Ohio Highway Patrol reported 
that only four persons died over the 
weekend, tying the third weekend in 
January and the fourth weekend in 
June as the safest of the year. 
In contrast the first two weekends of 
October were among the year’s worst, 
with death tolls of 20 and 23, respec­ 
tively. 
The weekend count began at 6 p.m. 
Friday and ended at midnight Sunday. 
The dead: 
SUNDAY 
WAUSEON - Robert L. Uloth, 28, of 
Metamorah, in a two-car smashup on 
U.S. 20 in Fulton County. 
SATURDAY 
C LEV ELA N D 
- 
Loucinda 
Cleveland, 31, of Cleveland, in a one- 
car crash on a Cleveland street. 
SID N EY - Ronald D. Hickman, 31, 
of Sidney, in a one-car accident on a 
Shelby County road near Sidney. 
OTTAWA — Daniel J. Niemeyer, 19, 
of Fort Jennings, when his auto 
crashed on a Putnam County road near 
Ottawa. 


Parent-T eacher 


Conferences Set 


County Superintendent Edward 
Martin has announced that parent- 
teacher conferences are scheduled 
Monday in all the county schools. 
Conferences will be held from 8 a.m. 
until 3 p.m. in all buildings in the 
Logan Elm and Westfall School 
Districts. Teays Valley District will 
schedule conferences in the elemen­ 
tary schools from 8 a.m. until 3:30 p.m. 
and the junior and senior high school 
from 2 until 8 p.m. 
Parents are encouraged to arrange 
for conferences with their children’s 
teachers on that date. Students will not 
be in attendance at any of the county 
schools in order that teachers will have 
the opportunity to discuss students’ 
progress with parents. 
Bus drivers will be attending a 
safety workshop for bus drivers at the 
Jackson 
Elem entary 
School. 
Registration will be 8:30-9 a.m. with 
the program lasting from 9 until 12. 
Arrangements for the program are 
being made with the county office and 
the Division of Transportation, State 
Department of Education. 


LOSE WEIGHT 
OR MONEY BACK 


O D R IN E X contains the most 
effective 
reducing 
aid 
availab le 
w ithout 
p rescrip tio n ! 
One 
tiny 


O D R IN E X tablet before meals and’ 
you want to eat less • down go your 
calories - down goes your weight ! 
Thousands of women from coast 
to coast report O D R IN E X has helped 
them lose 5. IO. 20 pounds in a short 
time - so can you. Get rid of ugly fat 
and live longer ! 


O D R IN E X must satisfy or your 
money will be refunded No questions 
asked 
Sold with this guarantee by 


E V E R Y DAY 
IS S A V I N G S DAY - 
ON E V E R Y T H I N G 
AT R E V C O 


The workshop for upper elementary 
teachers included a session entitled 
“ Using 
Positive 
Reinforcement 
Techniques,” 
which 
introduced 
teachers to positive approaches which 
can be used in improving social and 
academic behaviors of students. This 
workshop session 
was under 
the 
direction of Patricia Southward, 
school psychologist: Gary Wasmer, 
principal at Nicholas Drive; 
and 
Donald Metzler, elementary super­ 
visor. 
A demonstration lesson with 20 sixth 
grade students was made by Wasmer 
.showing teachers different techniques 
of positive reinforcement. 


The final workshop session for upper 
elementary teachers, entitled “ Think 
Metric” , was conducted by Danny 
Pouts, junior high school math 
teacher. Teachers were introduced to 
the metric units of measurement. They 
participated in seven different work 
activities which were designed to give 
teachers practical experience in using 
the metric system. 
Additional follow-up sessions em­ 
phasizing the use of positive rein­ 
forcement and training with the metric 
system will be conducted during the 
remainder of the school year. 
Fire Kills 
8 Persons 


By THE ASSOCIATED PRESS 
Eight persons died in house fires 
around Ohio Sunday. 
Five of the deaths occurred in 
Columbus in two separate blazes and 
three of the victims died in a fire at 
Montpelier in northwestern Ohio. 
William G. Bailey Jr., 3, his brother, 
David, 2, and a halfbrother, Billy Jo 
Miser, 6, died in a fire in their home on 
Columbus’ northeast side. .Firemen 
theorized the blaze may have been 
started by one of the children playing 
with matches. 
A fire that leveled a two-story frame 
house on the near north side of 
Columbus claimed the lives of Henry 
and Cadie I^andrum, both in their 50s. 
Officials said they believed the fire 
started 
when 
a 
kitchen 
stove 
overheated. 
At Montpelier, Dennis Hollstein, 26, 
Ford Hollstein, 58, and Connie 
Smethurst, 18, died in a fire that of­ 
ficials said might have been arson. 


THE 
FAMILY 
LAWYER 
Cuyahoga Race Hot, Heavy 


One winter’s day, Art, a teenager, 
was amusing himself 
by 
hurling 
snowballs at passing cars. One 
snowball missed its target and struck a 
pedestrian across the street, injuring 
his eye. Could Art be held liable for 
assault and battery? 


In a court hearing, his lawyer said 
no. 


“ Art had no wrongful 
purpose 
toward this man,” went the lawyer’s 
argument. “ Hitting him was purely 
accidental.” 


However, the court ordered Art to 
pay damages. The court invoked the 
doctrine of “ transferred intent,” by 
which an original wrongful intent—in 
this case, the desire to hit the passing 
car—was transferred to the accidental 
consequences. * 
This widely recognized doctrine is 
based on the law’s reluctance to let a 
wrongdoer get off scot-free. It has even 
been applied in a case of mistaken 
identity. Thus: 
A man sneaked up behind another 
man, thinking he was an old an­ 
tagonist, and bashed hun on the head. 
Actually, the victim happened to be a 
total stranger. 
But that didn't help the first man 
when he was haled into court af­ 
terward to face a damage claim. 
Applying the doctrine of transferred 
intent, the court had no trouble finding 
him liable. 
On the other hand, the doctrine will 
not apply if there was no wrongful 
purpose in the first place. 
Suppose, for instance, that a woman 
who is being chased by a mugger 
throws a rock in his direction. And 
suppose the rock misses the mugger 
and hits an innocent bystander. 
Under these circumstances, the 
woman could not be held responsible 
for injury to the bystander, because 
she had acted 
in legitmate self 
defense. With no wrongful intent to 
begin with, there would be nothing that 
could be transferred into legal 
liability. 
A Pickaway County Bar Assn., An 
American Bar Assn., and Ohio State 
Bar Assn., public service feature by 
Will Bernard. 


Bancor porati on 


Declares Dividend 


George Armstrong, president of The 
Ross County National Bank, an af­ 
filiate of American Bancorporation, 
has announced a 3 per cent stock 
dividend payable to shareholders of 
American Bancorporation, Columbus- 
based bank holding company. The 
Ross County National Bank has offices 
in Adelphi and Kingston. 
The stock dividend is payable to 
shareholders of record November 30. 
The payment date is December 9. 
Armstrong reported that net income 
of American Bancorporation reached 
$201,522 for the nine months ended 
September 30;, compared to $154,915 
for the same period in 1973. Con­ 
solidated assets of American Ban­ 
corporation were $53 million as of 
September 30, an increase of 12 per 
cent from the year earlier figure of $47 
million. 
The six affiliate banks and four non­ 
bank subsidiaries of American Ban­ 
corporation reported consolidated 
operating earnings of $278,895 for the 
nine months ended September 30. 
Operating income was 54 per cent 
higher than 1973 operating income of 
$818,008. Income before extraordinary 
items was $.19 in 1974, compared to 
$.13 in 1973. 
TUESDAY NIGHT 
is 
FAMILY NIGHT 
AT 


f 
OVERED WAGON STEAK-HOUSE. 


A Delicious Division of 
Van-Orr Foods 


STEAK DINNER 


INCLUDES: RIBEYE STEAK, BAKED POTATO, 
TOSSED SALAD, HOT ROLL AND BUTTER. 


ON 
FAMILY NITE 
4:00 P.M. — 9:00 P.M. 


One Mile South of Circleville on U.S. 23 


CLEVELAND, Ohio (A P )- One of 
the most hotly contested races in Ohio 
this year is in the southern and western 
third of Cuyahoga County, the 23rd 
District where voters will elect a new 
congressman for the first time in 20 
years. 
Seven candidates seek to succeed 
Republican William E. Minshall of 
I .ake wood, who is retiring. 
The campaign lines up as a three- 
way battle. The principals are state 
Sen. Ronald M. Mottl, D-24 Parma; 
state Rep. George E. Mastics, R-3 
Cleveland, and Dennis Kucinich, 
Cleveland councilman who is running 
as an independent on the premise that 
one cannot avoid Watergate-type 
politics in either major party. 
The contest also includes two at­ 
torneys and two businessmen alike 
only in their determination to be giant 
killers. 
The four are Arthur L Cain of 
Strongsville, a patent attorney; Boh- 
dan A. Futey of Parma, director of 
C l e v e l a n d ’ s 
b i c e n t e n n i a l 
preparations; Hugh J. Gallagher of 
takewood, a specialist in industrial 
promotions, and William H. Maloof, a 
commercial parking lot owner. 
Mottl, 40, perhaps best known as the 
state senator who sponsored the Ohio 
lottery bill, wades into the fray with 
the backing of the state’s largest 
newspaper, the Cleveland Plain 
Dealer. A 16-year veteran of politics, 
Mottl has been a senator since 1969, a 
state representative and a Parma 
councilman. 
The 1974 23rd District campaign 
centers on tactics to tilt successfully 
against 
the 
twin 
windmills 
of 
corruption in government and in­ 
flation. 
Mottl would control prices, wages 
and profits and raise the personal 
federal income tax exemption from 
$750 to $1,000. He would use receipts 
from an excess oil profits tax to 
finance research into alternative ener­ 
gy sources. 
Mastics, a state representative since 
1967, is wont to appear on the doorsteps 
of IOO potential constituents on an In­ 
dian summer campaign Saturday with 
his blonde wife, Carole, and one of five 
children in tow. 
“ Balance the budget,” he responds 
to yet another inflationweary subur­ 
banite. Mastics claims the U.S. debt at 
$500 billion is $90 billion more than the 
combined debt of the rest of the world. 
Foreign and giveaways have cost the 
nation $22 million a day for nearly 30 
years, he says. 
An act that bears Mastics’ name 
provides for drug rehabilitation 
centers, drug education in Ohio schools 
and harsh punishment for peddlers. 
Mastics describes another of his 
bills, one dealing with campus 
disorders, as one “to allow students 
wanting an education to get one 
without the disruptive activities of 
radicals and troublemakers.” 
Kucinich, a three-term councilman, 
who will turn 28 this month, wants to go 


to Congress Ralph Nader-style. He 
wears the epithet maverick, applied by 
the media, like a battle ribbon. 
‘‘Keep this in mind about your 
story,” he told a reporter as he rushed 
out a door. “ I’m going to be probably 
the only independent in the country 
elected to Congress this year.” 
Kucinich offers a threepronged 
attack on what he sees as a textbook 
cost-push inflationary spiral: $10 more 
federal income tax exemption for 
every I per cent increase in the 
government’s price index; 
export 
controls to minimize distortions in 
domestic market prices and a 95 per 
cent tax on excess corporate profits to 
force business to increase sales by 
lowering prices. 
But, it is in independence as the 
antidote to Watergate politics that 
Kucinich feels he has a gut issue. 
“ Watergate happened to hit the 
GOP, it could have hit either party,” 
said a Kucinich staffer. “Everybody 
running for anything this year is hold­ 
ing out the image most closely linked 
to Dennis—courageous, outspoken, 
maverick populist. 
“ Dennis wants to go to Washington 
to show we can learn from Watergate, 
as the guy who won’t play by the cozy 
rules of the club, the guy nobody can 
shut up.” 
Kucinich’s legal fight to overturn a 
$98 million Ohio Bell Telephone Co. 
rate increase went 
to the Ohio 
Supreme Court this month. The suit 
challenges the utility’s right to set 
rates based on reconstruction costs 


that automatically escalate with in­ 
flation. 
I .ast month he won headlines as 
chairman of a council committee 
whose investigation of conditions at 
the Warrensville workhouse resulted 
in resignation of the city health 
director and replacement of the work­ 
house commissioner. 
His major party opponents eye 
Kucinich respectfully for another 
reason. Minshall rarely had real op­ 
position in winning IO consecutive 
terms in the House until 1969, the year 
of the Nixon landslide, when Kucinich 
cut che veteran’s plurality to 2 per 
cent. 


R e a d T h e 
C la s s ifie d s 


For the 
Customer 
In a Hurry ... 


THE 
SAVINGS 
AUTO BANK 
MEMBER FDIC 


DO YOU 


HAVE A . . . 


SHARFF’S CHARGE? 


FILL IN THE COUPON BELOW 


rII NAME 


J ADDRESS 


• CITY 
II PHONE . 
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—A—4. 
_ 
r shit rt f s s\ 


v r ~ i f T * 


MAIL COUPON TO 
SHARFF'S FASHION 
106 W. MAIN ST. 
CIRCLEVILLE. OHIO 
OR BRING IT IN YOURSELF 


g r o w 
l s a 
i r 
, 
. . . , 


K e e p A m e ric a ^ % t;rsw#'->v- 
beautiful, but keep I 
**&■ 
America alive! 


Some of America’s most beautiful resort areas lie along the Atlantic ( oast. Anti no 
one wants to mar their beauty. It’s much too valuable a natural resource. 


But, there's another tremendously valuable natural resource over the horizon along 
the Atlantic Coast. Energy. Energy that is desperately needed to help ease 
our nation's worsening energy crisis. 


We must not sacrifice one resource for 
the other. 


And we needn't. Modern techniques for 
under-water drilling and delivery of fuel have 
eliminated the danger of permanent 
environmental damage. An offshore drilling 
rig won't even be seen from the shore. 
And offshore production will reduce the 
need for increased tanker traffic. 


All domestic sources of energy must be 
developed to meet our growing national 
fuel needs. The potential of the Atlantic outer 
continental shelf is great and can be realized 
in an environmentally safe manner. The 
Atlantic coast areas depend on a prosperous 
America. And a prosperous America 
depends on energy. 


Since m x . 
( ohim hia ( u s has 
\\\ 
been participating in 
cosiI) geophysical surveys 
oil I tic Atlantic ( oast 
I he tests 
range from North ( arolina to N ova 
Scotia. W e've also joined a 2^ m illion 
dollar cl t i I Ii n u exploration 
program olf ( anada’s east coast, 
a promising source of clean, natural 
gas ut help ease the energy crisis. 


A 
Cl/LUM Bl A GAS 


Gas is precious, pure energy . . . use it wisely. 


Huffer-Marx 
Engagement 
Is Announced 
Society P age 


Mr. and Mrs. Hugh A. Huffer, Route 
I, Ashville are announcing the 
engagement of their daughter, Can­ 
dace Lynn, to Albert Joseph Marx, son 
of Mr. and Mrs. Albert F. Marx of 
McKees Rocks, Pa. 
Miss Huffer attended Otterbein 
College in Westerville, Ohio and the 
University of Segovia in Segovia, 
Spain. She is presently employed as an 
airline hostess for Allegheny Airlines, 
based in Pittsburgh, Pa. 
Her fiance is a graduate of Triangle 
School of Drafting in Pittsburgh and is 
presently employed in security at the 
Pittsburgh International Airport. 


Calendar 


MONDAY 
Berger Hospital Guild 40, 8 p.m. in 
home of Mrs. Ralph Morehart, 456 
Edwards Road. 


Lions Auxiliary 7 p.m. at Wardell^ 
Party Home. 


Nighttime Baptist Women 7 p.m. at 
home of Mrs. Beryl Ash, Route 4. 


TUESDAY 
Circleville Chapter 90 OES 8 p.m. in 
Masonic Temple. 


Pickaway County Registered Nurses 
Assn. 8 p.m. in guild room at Berger 
Hospital. 


Circleville Branch AAUW 8 p.m. in 
meeting room of Historical Society. 


Berger Hospital Guild 27, 8 p.m. in 
home of Mrs. Vincent DeFrank, 680 
Hawthorne Drive. 
Beta Rho Chapter of Delta Kappa 
Gamma Society 7:30 p.m. 
in 
Lutheran Church parlor. 


WEDNESDAY 
Child Advancement Club 8 p.m. in 
meeting room of Pickaway County 
Historical Society. 


Deercreek Variety Homemakers Club 
8 p.m. in home of Mrs. Ernestine 
Lewis, Route I, Williamsport. 


THURSDAY 
FOE 685 Auxiliary 8 p.m. in Aerie 
Home, 135 E. Main St. 


Berger Hospital Guild 29, 8 p.m. in 
home of Mrs. Richard Hildenbrand, 
Route 4. 
COOKING 
IS FUN 


By CECILY BROWNSTONE 
A F Food Editor 


Fish Supper 
Fish fillets, potatoes, brussels 
sprouts and carrots, salad bowl, bread 
tray, jellied fruit beverage. 


Brussels Sprouts And 
Carrots 
Frozen and fresh vegetable com­ 
bination. 


10-ounce package frozen baby 
Brussels sprouts, medium carrot, 
pared and thinly sliced (4 cup) 


I Ms teaspoon cornstarch 
Vi cup milk or light cream, salt and 
white pepper to taste 
Cook the sprouts according to 
package 
directions, 
but 
after 
separating add the carrots; drain if 
necessary. In a 1-quart saucepan 
gradually stir the milk into the corn­ 
starch, keeping smooth; cook over 
moderate heat, stirring constantly, 
until thickened and boiling; add 
sprouts and carrots and salt and 
pepper; reheat. Makes 4 servings. 


A SMALL 
DEPOSIT 
HOLDS ANY 
GIFT 
’TIL CHRISTMAS 


Choose now from our 
brimming stocks, don’t 
be a hurried Santa in 
December. Use our fa­ 
mous Layaway Plan ... 
it makes shopping 
et 
pleasure. 


( S ) 


News Of Interest To Women 
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Dear Abby: 


Q . , A k ; n n ; l \ / 
d _______ 
By Abigail Van Buren 


Pregnant Daughter Refuses To W ed 


D EAR 
A BB Y : 
My 
daughter 
graduated from college. With honors, 
yet, but listen to what this dumbbell 
did. She moved in with her boyfriend 
with the understanding that if they 
both decided they were right for each 
other they would get married. 


Now she thinks she’s pregnant, but 
she has not told her boyfriend because 
she wants him to marry her for 
H ER.SEIJrnot because there is a baby 
on the way. Have you ever heard of 
such 
stupidity 
from 
a 
college 
graduate? 
Thank God we don’t live in the same 
city because I keep thinking of things 
I’d like to say to her and it’s getting 
harder and harder to keep my mouth 
shut. 
I wish I could talk some sense into 
that girl’s head. She never misses your 
column. Maybe you can. 
TEARING MY HAIR 
DEAR TEARING: Your daughter 
hasn't asked me for any advice, so I'm 
not about to give her any. Rut I have 
some for you. Quit tearing your hair 
over a grown daughter of legal age 
who is determined to live her life the 
way she wants to. It’s her privilege. 
Hight or wrong. 
DEAR ABBY: I am the mother of 
two children 
under 
five. 
I 
was 
married, but it didn’t work out. 
For a year now I have been going 
with a very nice and lovable older 
man. My only bad break is that he is 
married and living with his wife. 
He says he loves me very much and 
one day will marry me, but right now 
he feels sorry for his wife and he can’t 
talk divorce to her or she will crack up. 
(She’s not very strong. They have five 
kids.) He tells his wife he’s working 
late and comes over here for supper 
nearly every night. My kids call him 
“ Daddy,” 
but they’re confused 
because when they go to bed at night 
their Daddy” is here, but he’s never 
here when they wake up in the morn­ 
ing. 
I have no one to talk to about this. My 
mother would never understand. 
Please advise me. 
IN IX)VE 
DEAR IN: I think you’re wasting 
your time. Get smart and say goodbye 
to this part-time “ Daddy.” Ixiok for an 
unattached man your kids can say 
“ Good night” and “ Good morning” to. 
DEAR ABBY: I am writing this in 
utter disgust for the way guys are 


starting to dress now. It makes me sick 
to my stomach to see men walk around 
in platform shoes and midriff blouses 
with their navels showing! What on 
earth would make a man want to dress 
that way! 
Are people so taken in by the weirdo 
fashion designers that they will buy 
anything as long as it’s new and 
considered “ in” ? 
I don’t mind a little imagination 
in men’s wear, but some of these 
flowered shirts and feminine looking 
duds are ridiculous. Men don’t look 
like men anymore. 
Now that I got this off my chest, I 
feel better. 
FEM AIJC 
DEAR FEM A LE: Not ALL men are 
buying the above-described attire. And 
as for your complaint about men not 
looking like men, could it be because 
some WOMEN look like men? 
CONFIDENTIAL TO “ LU WITH A 
LULU OF A PROBLEM 
Yes, for 
every problem there IS a solution-even 
if it’s only learning to live with it. When 
you pick a lemon, make lemonade. 


0 
Conservation 
Promoted 


CINCINNATI, Ohio (AP) - The 
refusal of Americans to 
make 
necessary sacrifices has contributed to 
the nation’s worsening inflation and 
energy shortages, a federal trans­ 
portation expert told an area con­ 
ference here Friday. 


“ Once the oil began to flow again, 
everybody forgot there was a crisis," 
said John E. Hirten, deputy ad­ 
ministrator of the Urban 
Mass 
Transportation 
Adm inistration 
lU.MTA). 


He said a major step toward easing 
oil shortages could come from “ a 
balanced, 
integrated 
internodal 
approach to urban transportation. 
“ We are currently dependent upon 
foreign petroleum sources for 25 per 
cent of our needs, and it is projected to 
increase between 48 and 50 per cent in 
1980.” Hirten said. 
“ Even at 1973 prices this would have 
thrown our balance of payments way 
out of line, but with current increases 
it can have disastrous results," he 
said. 


The sympathy of the community is 
extended to the relatives of Robert 
Mouser, 77, of Cleveland, who passed 
away on Monday. 


He was born near london and lived 
his early life in the area. He leaves 
numerous friends and relatives here. 
He was the brother of the late Floyd 
Mouser. 


The Derby United Methodist Church 
Women’s Circles are sponsoring a 
club party luncheon given by Big Bear 
Stores on Nov. ll at 11:45 a.m. at the 
Church in Derby. Tickets are available 
from any Church member or contact 
Mrs. Josephine Cox, 869-2402 or Mrs. 
Martha Jo Liff. 877-4992. 


Derby Garden Club members are 
reminded that the October meeting 
will be a guest night. Mrs. Shirley 
McPherson will talk about care and 
growing of perennials. 


Members are asked to bring a door 
swag of dried materials they have 
made to be judged by the members. 
Prizes will be awarded. The meeting 
will be Oct. 28 at 7:30 p.m. at the 
Church. 


Use The Classifieds 


W hat Will 
Playboys Do Now ? 


SA IJSBU RY, Rhodesia (AP) 
- 
Rhodesian censors have permanently 
banned the magazine Penthouse. Until 
now copies of the publication have 
been prohibited month by month. 


You Are Cordially 
INVITED 
To Do All Your 
SA V IN G HEREl 
The 
SCIOTO BUILDING 
I LOAN CO. 


157 W. M ain St. 


HE MOST 
ALKED ABOUT 
NEW 
TIMEPIECE 
N THE 
WORLD 


HEADQUARTERS FOR 
BABY CLOTHES 


W e Have a Nice Selection 
of W arm Clothing 
Including: 
TURTLENECK SWEATERS 
CO ORDINATED TOPS 
PANTS 
WARM COATS 
12 Mo. to Size 12 


MIX’n MATCH 
faster 


* * * bromo 
^fuldreaA cW ear 


Stop In and 
Choose from 
a Large Variety 
of Winter Clothes. 


WE HOLD LAY-AWAYS 


LAMP POST 
YOUTH CENTRE 
119 E. M ain St. 
Circleville 
Phone 474-4947 


SOLID 
STATE 
QUARTZ 
See the numbers form 
magically 
before your eyes— 
reacting to the electronic 
pulses There are no moving 
parts— nothing to wear out in 
this famous living watch. It s 
a timepiece— an extra 
ordinary gift that says top 
importance to everyone— 
instantly. With integral bracelet 
$275 With strap $250 See it! 


T. K. BRUNNER 
AND SON 
JEWELERS 
119 W. Main St. - IST 1154 
JCPenney 


Sale Prices 


In Effect 


Mon. thru Wed. 


20% off all 
1.29 pantihose. 
Sale 
4 tar ^4 


This week you can stock up on pantihose 
and save 20% besides. Choose from all 
styles reg. priced at 1.29apair, including 
all sheer Sandalfoot, reinforced panty 
and toe styles and more in our own 
stretch nylon, FlexxtraR). Popular colors 
in a size to fit you. 


SHOP CATALOG 
474-7577 


Open Mon. thru Sat. 9:05 to 5:25 
Fri. 9:05 to 8:55 


W INTER 
STOCK-UP 
SALE 


• No Clubs To 
Join 


• No Memberships 
To Buy 


• No Fees To Pay 


U.S.D.A. CHOICE 
BEEF HALVES 


FREE 


Cutting & Wrapping 


This Coupon is Worth 


10-lb. BACON 


for calling for an 
Appointment within 24 hrs. 


With Purchase of Beef Order 


60 DAYS 


Same As 
CASH 


No Interest 


MEAT MASTERS 


CALL 
COLLECT 


773-2603 


64 lbs. Of 


CHARGE IT 
Here's how it works, 
60 days same as cash 
payments. 30 days 2 
part — first payment 
in 30 days - or take 
up to 12 months to 
pay. 


PORK 


20 lbs. Pork Chops 
*5*° 


IO lbs. Ham........................$2*° 


IO lbs. Bacon......................*2*° 


IO lbs. Sausage.................. •2*° 


14 lbs. Chicken....................70 


Total 64 lbs. 
Total 
SPECIAL 
BONUS OFFER 
With Purchase of 300 lbs. or More 
of Trimmed Beef Order. 


BEEF 
LOIN 


lb. 


Small Freezer SPECIAL 


U.S.D.A. Choice Steak and Roast Section Wt. 60-150 lbs. 


Rib Steaks 
BBQ Steaks Swiss Steaks 
AND mJf 
£ 


Club Steaks 
Oven Roast Arm Roast 
MORE 


Bolar Steaks 
Pot Roast 
Ground Beef 
free cutting and wrapping 


CALL NOW FOR APPOINTMENT 773-2603 


All Meats Guaranteed 


for Tenderness and 


Flavor. No Time Limit 


■ No Questions Asked 


4060 lbs. 


Avg. WL 
ALL MEAT CUSTOM 


CUT BY 
APPOINTMENT 


US.D.A. CHOICE 
HIND QUARTER 


Sirloin Steaks 


Porterhouse Steaks 
T-Bone Steaks 


Loin Steaks 
AND MORE I 


Rump Roast 


Top Round Steaks 


Ground Beef 


Bottom Round 


Steaks 
89 
C 


lb. 


F R E E Cutting & Wrapping 
wts. 130-225 lbs. 


Billy Joe's Meats 
147 E. MAIN 
CHILLICOTHE. OHIO 
773-2603 
Hours: Mon.-Fri. 10-8 Sol. 10-6 
OUT OF TOWN 
CALL COLLECT 


U.S.DA CHOICE 
SELECT 
CUT ORDERS 
89**2 
29 
lb. 


All Wts. Available 
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Campus Notes 


Carol Kirkwood Bowers, daughter of 
Mr. and Mrs. David Kirkwood, South 
Solon, received her bachelor of science 
degree from Wilmington College this 
month. She is the wife of Robert 
Dehaven Bowers II and resides at 
Laurelville. 


ANN STRALEY 


Upon the recent successful com­ 
pletion of the American Society of 
Clinical 
Pathologists 
Registry 
Examination, Miss Ann Straley is now 
a 
certified 
medical 
laboratory 
technician. 


She graduated from Columbus 
Technical 
Institute 
in 
medical 
laboratory technology during com­ 
mencement exercises held at Battele 
Auditorium on Sept. 14. Miss Straley is 
now employed in the laboratory at Mt. 
Carmel Medical Center. 


She is a 1972 graduate of Westfall 
High School and the daughter of Mr. 
and Mrs. Warren G. Straley. 


Marietta College senior Tom Bowers 
of Circleville has been selected as 
assistant in the Dawes Memorial 
library at MC. 
A 1971 graduate of Circleville High 
School, Bowers is the son of Mr. and 
Mrs. 
Richard 
Bowers, 921 
Circle 
Drive. 
Majoring in accounting, Bowers is a 
member of the college’s economics 
and 
business 
administration 
honoraries, Tau Pi Phi and Omicron 
Delta Epsilon. 


W. David Winner, son of Mr. and 
Mrs. Marshall W. Winner, 150 Watt St., 
was selected recently as a member of 
the Ohio University Marching Band of 
1974-75. Auditions were held on the OU 
campus at the annual marching band 
pre-school camp during the middle of 
September. 
Winner, who plays trombone in the 
band, is in his third year at OU and his 
second year in the marching band of 
OU. He is a 1972 graduate of Circleville 
High School. 
Among the appearances scheduled 
this fall for the Marching Men of Ohio, 
in addition to their regular five-game 
home schedule, were performances at 
Kent State University and a CBS 
nationally televised performance at 
the halftime of the Cleveland Browns- 
Cincinnati Bengals game in Cleveland 
on Oct. 13. 
They will present an indoor concert 


Keeping Score 
On The Rainfall 


Rainfall for 48 Hour Period 
Ending at 8 a.m.............................. 43 
Actual since Oct. I .......................1.36 
Normal since Oct. I ..................... 1.60 
BEHIND .24 INCH 
Actual since Jan. I ................. 
33.16 
Normal since Jan. I ....................33.51 
River ........................................ 2.70 
Sunrise......................................7:49 
Sunset..................................... 6:42 


Firemen Answer 
Early Call 


An early morning call at 1:45 a.m. 
Sunday was answered by the Cir­ 
cleville Fire Department. 
Firemen spent 50 minutes at 1238 
Turner Drive where a transformer 
behind the house was overheated. 


at the Ohio Theatre in Columbus on 
Oct. 31. 


Miss Deborah \jee Brian has been 
formally pledged to Kappa Chapter of 
Phi Mu Sorority at the University of 
Tennessee-Knoxville. Miss Brian, 
daughter of Mr. and Mrs. Ben F. Brian 
Jr ., 
is 
a 
sophomore 
in 
civil 
engineering. 


Currently serving as a student 
assistant in the admissions office at 
Marietta College is Miss Shelley May, 
daughter of Mr. and Mrs. Roger H. 
May, Route I. 
In addition to her secretarial duties, 
Miss May also conducts tours of the 
campus for prospective Marietta 
students. A 1972 graduate of I^ogan 
Elm High School, Miss May is also the 
rush chairman for the Alpha Xi Delta 
sorority and a representative to the 
Panhellenic Council. 


Kidney Unit 
Needs Coupons 


Betty Crocker coupons are still being 
accepted by the local Kidney Foun­ 
dation. I/)cal chairman, Helen Knece, 
urges people in the area to save 
coupons found on Betty Crocker foods 
for redemption to help the Kidney 
Foundation. 
Pick-up places in the area are Revco 
Drugs, the Circleville Police Depart­ 
ment, Salvation Army, Bingman 
Drugs, Senior Citizen Center on 
I Lancaster Pike, and Risch Drug. 
The senior citizens are helping with 
the project by trimming the coupons 
for redemption. The Betty Crocker 
Company refunds one tenth of the face 
value of the coupons for the foun­ 
dation. 
Thirteen home kidney machines plus 
two hospital dialysis machines have 
been purchased by the local Kidney 
Foundations through the collection of 
the coupons. Dialysis machines have 
been sent to Riverside Methodist and 
University Hospitals by the local 
chapter. 
Equipment is now needed to help 
operate these machines. Mrs. Knece 
also advises that cards are available 
upon request from her for kidney 
donations. 
Kidney disease is one of the greatest 
killers in the world today especially in 
young people but through the work of 
the Kidney Foundation, many of these 
people 
can 
be 
saved 
to 
enjoy 
productive lives. 
Hospital 
News 


ADMISSIONS 
Kenneth Sowers, 108 Parkview Ave. 
Ix)ris Rossiter, Kingston 
Mrs. Robert Reeser, Route 5 
Amos Chaney, 1108 S. Washington St. 
Miss Kathaleen Rainey, Route 2, 
Ashville 
Mrs. Donely Teets, Ashville 
Mrs. George Trego, 467 Stella Ave. 
DISMISSALS 
Mrs. Stephen Hoggatt and daughter, 
Amanda 
Mrs. Jean Albert and son, Circleville 
Mrs. Florence Wise, 146 E. Franklin 
St. 
William Scott, 322 Mingo St. 
Mrs. James Mogan and son, 202 
I Argan St. 


Appeals Board 
Meeting Set 


A zoning appeals board meeting will 
be held 8 p.m. Thursday in the 
Washington Township House, an­ 
nounced by Jay White. 
The public is invited. 


★ 
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WINDSHIELDS 
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I 
* 
¥ 
GORDON’S 


I 
* 
¥ 
M ain and Scioto 
* 


* 
* 
* 
* 
* 
* 
* 
* 
* 
■ ■ M M B 
■ ■ ■ ■ U M 


COMPLETE SELECTION OF FINE 
FOODS FROM OUR BUFFET - 
ALL YOU CAN EAT... 
AT ONE LOW PRICE 


HOURS: Mon.-Thurs. 11:00-2:00 and 5:00-8:30 
Fri. 11:00-8:30 Sat. 11:00.2:00 and 5:00-8:30 
Sunday 11-8:30 
he 


BRIM TRE FAMILY! 
RESTAURANTS 


Paperwork 
Swamping 
Policemen 


CLEVELAND, Ohio (A P )- Police 
say thousands of unfiled and un­ 
transcribed 
crime 
reports 
are 
delaying some investigations here by 
more than a month. 


Officials estimate 3,000 reports 
telephoned in by police officers are 
waiting to be typed and turned over to 
detectives for investigation because of 
a shortage of typists. About 30,000 
completed reports are stacked at 
Central Police Station awaiting filing 
because of a shortage of clerks. 
Until copies of the reports are made, 
insurance companies will not pay 
claims for stolen properties and the 
state will not reimburse victims of food 
stamp thefts, police say. 


Police LL James Birmingham said 
the department has 29 women to take 
care of records, IO less than the min­ 
imum needed to make the system 
work. 
Uncompleted reports also keep 
police from spotting patterns such as 
27 cars damaged and buglarized in the 
first district Sept. 25, Birmingham 
said. Those reports were not typed 
until last week. 
A force of temporary office workers 
has been hired to work on the backlog, 
while others try to keep pace with the 
800 new cases reported daily, Birming­ 
ham reported. He said the staff is 
transcribing the backlog at a rate of 
160 cases a day but might have to be 
kept longer than expected. 
The department hired ll new typists 
recently and is looking for n ore, he 
added. 


Man Makes Own Electric Car 


ALBUQUERQUE, N.M. (A P ) - 
Dick Bassett says he took a basket of 
surplus military electrical parts and a 
junk auto body and turned them into a 
little electric car that hums along at 40 
miles an hour for up to 50 miles. 
“ My wife and daughters drive it 
continuously,” he said. “ It’s an awful 
lot cheaper than a gasoline-driven car. 
“ The idea of an electric car isn’t 
anything new, but putting one together 
and driving it around town sure is,” 
said Bassett, 48, an engineer at Sandia 
laboratories. 
Bassett said the car costs a little 
over half-a-penny per mile to operate, 
based on the current price of elec­ 
tricity. He said he has about $1,000 in­ 
vested in the car. Nearly threefourths 
of the cost is in the IO lead-acid storage 
batteries, five each in what had been 
Palm's Liquor 
Permit Suspended 


The Pickaway County Common 
Pleas Court affirmed the suspension of 
liquor permit C-l-2 from Palms Sales, 
Inc., 475 East Main St., for selling and 
furnishing beer to a minor Jan. 18 of 
this year. 
The suspension, according 
to 
Richard Guggenheim, Director, Ohio 
IXpartment of liquor Control, was 
effective noon Oct. 16 for 14 days, 
ending noon Oct. 29. 


Library Announces 
Program Topic 


The 
Pickaway 
County 
Public 
library adult program 1:30 p.m. 
Tuesday will be “ Natural Childbirth” . 
Patricia Meyer, RN, will 
the 
speaker. The story hour for children 
will also be at 1:30 p.m. 


the car’s engine and trunk spaces. 
“ It’s a weird feeling, sitting at a 
stoplight in the car. When the ac­ 
celerator isn’t depressed, there’s no 
sound. No power is consumed. You 
always wonder if you’re really going to 
move when you hit the pedal,” Bassett 
said. “ My wife has a problem with it 
while shopping. People in parking lots 
constantly walk in front of the car, 
because they can’t hear it coming. 
“ We also have trouble getting ser­ 
vice at drive-in bank windows, because 
tellers depend on an intercom to alert 
them that a customer is coming. We 
usually wind up blowing the horn.” 
The idea of the car, he said, had been 
in the back of his mind a long time. 
“ I really decided to do something 
about it when the energy crisis came. 
The car body had to be light and boxy, 
so I bought a 1963, four door foreign 
compact sedan. I began by stripping 
everything out of the car—motor, 
radiator heater, hoses, the works. 
“ It weighed about 1,595 pounds to 
begin with. I stripped about 300 pounds 
off of it,” Bassett said. 
He acquired a surplus aircraft 
generator from a California firm — a 
28 volt, 300-amp generator that 


weighed about 80 pounds and delivers 
about 36 mechanical horsepower. 
Bassett discarded the car’s clutch 
assembly and bolted the generator 
directly to a fourspeed transmission he 
rebuilt. 
“ I rigged a flexible coupling, but I 
was counting on the syncromesh in the 
transmission to let me shift gears 
without a clutch. It worked out real 
fine, but we never use first gear. It’s 
such a high gear ratio, it just spins the 
wheels or tends to lift the front end of 
the car.” 
Controlling the speed proved another 
problem. 
“ That was solved by rigging the 
accelerator pedal to sequenced micro 
switches, which are used to operate 
surplus, 400-amp, 28-volt relays,” he 
said. “ That gives the car three elec­ 
trical speeds in each gear. The pickup 
is fantastic. And when you let up on the 
accelerator pedal, it becomes almost 
freewheeling.” 
The batteries are charged by 
plugging a charger into a connector in 
the grill. 
“ An overnight charge is sufficient to 
restore even a completely dead bat­ 
tery,” Bassett said. 


DID YOU KNOW THAT DRUG "INTERACTION" 
CAN 
HARM YOU? 


It’s a fact that some medications 
are 
incom patible, 
producing 
dangerous Side effects We want to 
know 
all 
the 
m edications 
(prescriptions and others) you are 
taking 
As new medications are 
prescribed, we'll advise you of any 
possible ill effects 


209 LANCASTER PIKE 
474-7596 


HHENDIY FAMILY RESTAURANTS ANO MOTELS 
© 


belled 
snow tires 


for medium size tires: 
F78-14, G78-14, H78-14, and 
F78-15 plus Federal Excise tax 
of $2.50 to $2.97 and trade. 


Silvertown Trailmaker Belted 
Goodrich's Silvertown Trailmaker 
Belted snow tires will give you 
the same high quality that you 
expect from the belted tires 
already on your car. Polyester 
cord body plus fiberglass belts 
combine for long wear and a 
smooth ride. And it will 
accommodate winter studs. So, 
. 
. 
--- -j-------- 
stop at Goodrich now and save. W S T C t l l C O t h e r C jU y S 
B.E Goodrich 


$29 for smaller size tires: 
B78-14, C78-14, and E78-14 plus 
Federal Excise tax of $2.05 to 
$2.33 and trade. Size A78-13 for 
$25.00 plus Federal Excise tax of 
$1.80 and trade. 
$3 more for whitewalls. 
$42 for larger size tires: 
J78-15 and L78-15 available in 
whitewalls only. Federal Excise ta 
of $3.13 to $3.19 and trade. 


4 ways to charge/Revolving Charge, Master Charge, BankAmericard. American Express. 


STORE HOURS: 
Mon.-Tues.-Thurs. 8:30-5:30 
Wed. 8:30-5:30 
Fri. 8:30-8:00 
Sat. 8:30-3:00 
B. F. GOODRICH 
115 WAH ST. 
CIRCLEVILLE 
4T4-7559 


Offers as shown at B F.Goodrich Stores Competitively priced at B.F.Goodrich Dealers. 


Former Nixon Ald 
Raps Press Role 


FREMONT, Ohio (AP)—A former 
aide to ex-President Richard Nixon 
criticized the news media Sunday for 
what he said was biased coverage of 
the White House. 
Bruce Herschensohn singled out the 
television networks and said the daily 
coverage of former administration 
officials going to and from court for the 
Watergate proceedings was a form of 
“20th Century lynching.” 
Speaking at the closing session of a 
symposium conducted here by the 
Center for the Study of the Presidency, 
Hershcensohn said Nixon was in a no- 
win situation with the news media. 
“If we gave out news, we were 
regarded as paranoid,” Herschensohn 
said. “If not, we were criticized for not 
informing.” 
Also participating in a discussion of 
the media and the presidency, Dr. J. 
Leiper Freeman, political science 
professor at Vanderbilt University, 
said those who criticize the media the 
most need to analyze and study it 
more. 
The center, a nonprofit New York- 
based group devoted to “the study of 


the world’s most powerful lay office,” 
held its three-day symposium at the 
historic Spiegel Grove Estate of for­ 
mer President Rutherford B. Hayes. 
The symposium was sponsored by 
Heidelberg College in nearby Tiffin, 
Bowling Green State University and 
the Hayes Foundation. 
Predominant theme arising out of 
the meetings was an apparent need to 
strengthen the two-party system. 
Jerald terHorst, who served briefly 
as President Ford’s press secretary, 
told the 135 academicians Saturday 
night that recent third-party move­ 
ments are indications of a weakening 
of the two-party system. 
“Independents are sufficient to 
constitute a major third party,” he 
said. 
TerHorst, who resigned because of 
the pardon of Nixon, said Ford is in a 
position to restore faith in the system. 
He said the President has the respect 
and admiration of many Democrats, 
but also could strengthen his own party 
by 
influencing 
conservative 
Democrats and independents toward 
the Republican cause. 
Aussies Build Up 
Stockpile Of Beef 


WASHINGTON (AP) - A report by 
the Agriculture Department today 
indicates Australia is building up a 
potentially huge stockpile of beef 
cattle that could be forced onto the 
world market despite low prices if 
drought suddenly withers pastures in 
Chandler's 
Art Displayed 
In Columbus 


Bill Chandler, art instructor for the 


IvOgan Elm School District, has had art 
work chosen for the Columbus Art 
league’s Annual Sculpture, Graphics 
and Crafts Exhibition. 
The juror for the art league’s show 
selected three of Chandler’s works 
which will be on display in the Battelle 
Memorial Institute Auditorium, King 
Ave. and Perry St. The display will be 
open from Oct. 20 through Nov. 8. 
Jurying this y ear’s show was 
Professor Warrington Colescott of the 
University of Wisonsin. 
Chandler also has work in a two-man 
show which is now being exhibited on 
the campus of Urbana College near 
Springfield. 


Probe Hospital 
Embezzlement 


ELIZABETHTOWN, Ky. (AP) - An 
investigation into charges of em ­ 
bezzlement at Hardin M emorial 
Hospital was to continue today with a 
grand jury reconvening and taking 
evidence at Elizabethtown. 
Strict secrecy has surrounded the 
investigation. 
Form er 
hospital 
Director Don Davis said in May that 
embezzlement went on during the term 
of a previous hospital administrator. 
Davis said he learned of the em­ 
bezzlement through a report by an 
accounting firm that audited hospital 
records. 


Inventors Sag 
In September 


WASHINGTON (AP) — If necessity 
is the mother of invention, then Sep­ 
tember must be its stepchild. 
September is traditionally a slow 
month for inventions, reports the 
Intellectual Property Owners, a 
nonprofit organization in favor of a 
strong patent system, from its review 
of patents issued through the years. 
The winter months have seen the 
most significant inventions. That’s 
when Thomas A. Edison did some of 
his best work. The Wizard of Menlo 
Park staked claim to his electric lamp 
in January 1880 and his phonograph on 
Feb. 19, 1878. 
Inventor Samuel Colt patented his 
revolving 
gun 
February 
1836, 
magician Harry Houdini’s diver’s suit 
for quick escape was filed with the U.S. 
Patent Office on March I, 1921, and 
Alexander Graham Bell revolutionized 
our lives with his telephone on March 
7, 1876. 
The only significant invention IPO 
turned up for September was an 
automatic reading system devised on 
Sept. 12,1961, by Kenneth R. Eldredge 
of Palo Alto. 
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Cleveland Shootings 
Leave 7 Dead 


CLEVEI.AND, Ohio (A P )- Seven 
persons were shot to death in six in­ 
cidents during the weekend in what 
police called one of the bloodiest 24- 
hour periods in the city’s history. 
Cuyahoga county’s coroner for the 
last 38 years, Dr. Samuel Gerber, said 
he couldn’t recall as many fatal 
shootings in the same time period. 
"No one knows what to do to stop the 
slaughter,’’ Gerber said. “Hardly a 
day goes by without a homicide.” 
Dead were three teenage boys, a 
teenage girl and three men, all 
Cleveland residents. The toll did not 
include the girl’s unborn child which 
died with her. 
The deaths brought the city’s 
homicide total this year to 236, police 
said. The count stood at 288 at this time 
last year. 
Police said Terry Jackson, 18, was 
shot to death at about 2 a.m. Sunday as 
he walked with a girl companion. 
Police were told a man came up to the 
couple, pushed Jackson against a 
building, and, after a brief argument, 
shot him and fled. 
Witnesses told police 14-year-old 
Allen Orcutt was shot in the back 
Sunday while riding in a car with 
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friends. Police said a youth was in the 
back seat playing with a gun when 
someone reached for it and it fired. 
James Ottrix Jr., 13, was shot by a 
man chasing him at about 7:30 p.m. 
Sunday, records showed. Witnesses 
said the man fired two shots into the 
youth as he lay on the ground. 
Official reports said 
Vanessa 
Stephenson, 17, and Charles McKin­ 
ney, 31, were killed at about 11:30 p.m. 
Saturday when three men and a 
woman entered the girl’s home and 
broke up a card game with gunfire. 
The coroner reported Miss Stephenson 
was six months pregnant. 
Forty-two-year-old Joseph Smith 
was slain by one of two masked gun­ 
men who robbed six women playing 
cards with him at about 3 a.m. Sunday, 
police said. 
John Paris, 24, died in surgery 
Sunday with a gunshot wound of the 
chest after being shot at home at about 
6:30 p.m. 
The coroner was to rule today in the 
death of Marlene George, 22, who died 
Sunday after being shot in the stomach 
July 13. She had been treated at 
hospitals several times since the 
shooting. 


BancOhio Corporation Reports 
13 Per Cent Earnings Increase 


that country. 
This year, the department’s Foreign 
Agricultural Service said, Australia 
has trimmed total beef exports an 
estimated 43 per cent below 1973. 
“Most of the decline is seen for 
shipments to the United States, where 
increased slaughter of grass-fed steers 
and heifers is expected to put addition­ 
al 
pressure 
on 
already 
low 
m anufacturing beef prices,” the 
report said. 
The department estimated recently 
that total m eat imports, mainly low- 
grade beef for hamburger and other 
manufactured 
products, 
will 
drop 
nearly 20 per cent this year to about 1.1 
billion pounds. 
Australia is the largest foreign 
supplier and is expected to provide 
about 505 million pounds of the 1974 
total, compared with 708 million in 1973 
when total imports were more than 
1.35 billion pounds. 
“Not so certain, however, is what 
will happen next year as a result of the 
tightening import restrictions in other 
(foreign) m arkets and the worsening 
financial 
problem s of 
livestock 
producers,” today’s report said. 
The United States is the only major 
market for foreign beef that does not 
have some form of import ban or quota 
now in effect. Quotas under a 1964 beef 
import law were suspended in mid-1972 
and have not been put back into effect. 
Cattle producer groups and some 
members of Congress from major 
livestock areas have urged President 
Ford to restrain beef imports, in­ 
cluding an outright embargo on fur­ 
ther meat for six months. 
The USD A report said “ usually 
favorable pasture conditions” have 
enabled cattle to be kept on grass in 
Australia rather than be slaughtered 
for export. 
Thus, although it was not stated 
flatly in the report, sudden drought in 
Australia would force producers to 
liquidate cattle herds and put more 
beef into export channels. 


200 W o rk e rs R e tu rn 
To S a n d u sky P la n t 


SANDUSKY, Ohio I AP) -- Some 200 
workers returned to their jobs at the 
Chrysler Products plant here after 
ratifying a new three-year contract 
Sunday to end a six-week strike. 
The w orkers, m em bers of the 
Sandusky 
Chrysler 
Employes 
Association, voted 100-22 in favor of the 
new pact, which replaces one that 
expired 
June 
I. 
Details 
of 
the 
agreement were not disclosed. 


BancOhio Corporation reported an 
increase in operating earnings (before 
securities transactions) of $728,000 or 
IO cents per share for the three months 
ended September 30. 
Operating earnings for the quarter 
were $5,166,000 or 71 cents per share, 
as compared to $4,438,000 or 61 cents 
per share for the corresponding 
quarter in 1973. For the nine months 
ended September 30, 1974 operating 
earnings were $16,467,000 or $2.26 per 
share, an increase of 13 per cent over 
1973’s nine months results. 
BancOhio’s earnings for the quarter 
unproved in spite of a $2 million 
provision for possible loan losses in 
excess of the estimated minimum 
provision calculated under the five- 
year moving average formula. This 
extra addition to the consolidated loan 
loss reserve reduced the third quarter 
income by 14 cents per share. Philip F. 
Searle, 
BancOhio 
Corporation’s 
No Rapid 
Transit Seen 
For Cities 


CINCINNATI, 
Ohio 
(AP) 
- 
Preliminary studies indicate cities the 
size of Cincinnati and Indianapolis 
cannot expect to see the development 
of rapid transit systems in the near fu­ 
ture, a transportation planner told a 
tri-state conference here over the 
weekend. 
Richard Bourque, assistant director 
of transportation planning for the 
Ohio-Kentucky-Indiana 
Regional 
Planning Authority (OKI), made the 
remarks during a keynote address on 
long-range planning. 
Each such system would cost ap­ 
proximately $2 billion, Bourque said, 
noting that the federal government has 
not indicated support for funding on 
such a massive scale. 
“Frankly, I don’t see it in the next 20- 
25 years unless we can tie it to 
comething like the proposed Cin- 
cinnati-Columbus-Cleveland service,” 
he said, referring to the railroad 
passenger that once linked the three 
cities. 
There have been proposals that 
Amtrak reestablish the route. 
OKI approves all federally-financed 
programs for 13 counties in the three 
states. 
Bourque 
said 
transportation 
problems must continue to be attacked 
by regional authorities. 


I w ould lik e to thank the c itize n s of P ic k a w a y 
County 
fo r 
the e n c o u ra g e m e n t given 
m e 
during th e C irc le v ille P u m p k in Show. 


C o n g ra tu la tio n s to the P u m p k in Show C o m ­ 
mittee a n d the law e n fo rc e m e n t a g e n c ie s 
of our c o u n ty for a job w e ll done. 


Sincerely, 
DONALD E. STROUS 
CANDIDATE FOR COUNTY COMMISSIONER 
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president and chief executive officer, 
said “we believe this addition to the 
loan loss reserve is a realistic ap­ 
proach based on present economic 
conditions.” 
Included in operating earnings for 
the third quarter was approximately 
$694,000 or 9 cents per share resulting 
from the change in accounting for 
installment loan income from the 
straight line method to the “sum-of- 
the-digits” method, approved by 
BancOhio Corporation’s Board of 
Directors in June, 1974. The impact of 
this change in accounting method for 
the three quarters ending September 
30, 1974 was approximately $1,418,000 
or 19 cents per share. 
Net income, atter security losses, ioi 
the quarter ended September 30, 1974 
was $4,520,000 or 62 cents per share, as 
compared to $4,631,000 or 64 cents per 
share for the comparable period in 
1973. For the nine months ended 
September 30, 1974 net income was 
$20,724,000 or $2.84 per share and in­ 
cludes $6,208,000 or 85 cents per share 
representing the cumulative effect of 
the accounting change on years prior 
to 1974. Net income for the months 
ended Septem ber 30, 1973, was 
$14,281,000 or $1.96 per share. 
Searle said that BancOhio Cor­ 
poration’s loan-to-deposit ratio of 66 
per cent is one of the lowest among the 
nations top 50 banking organizations 
and is a major indicator of BancOhio’s 
quantitative and qualitative control of 
credit during 1974. Since September 30, 
1973 a period of unprecedented in­ 
flationary pressures and continued 
consumer and business loan demand, 
BancOhio’s consolidated loans only 
increased 4 per cent to $1.6 billion. 


Cincinnati Man Killed 
I.AWRENCEBURG, Ind. (A Pl-A n 
early morning crash claimed the life of 
a 27-year-old Cincinnati man Sunday. 
Police said James W. Vaughn died 
when his pickup truck hit the wall of a 
railroad overpass. 
A female passenger was treated and 
released. 


Upry 
moots 
m c KEN 
LOVEN C fO iS 
THE NOAP? 


Winners were named in the egg 
tossing, pie eating and hog calling 
contests, held the last two days of the 
Pumpkin Show. 
Members of the champion egg-toss 
team, from lx>gan Elm High School, 
are Hope Justus, Route I, Kingston 
and Matt Martin, Route I, I Laurelville. 
The girl pie eating winners are 
I-aurie Jones, Kingston, first and 
Brenda Good. Wooster, second. 
Circleville 
School Menu 


Oct. 2M — (Uh nandwlch, buttered 
com, 
orange Juice, cookie, milk 
Oct 2V — turkey dum plings celery stick. 
fruit salad roll, butter, milk 
Oct. 30 — chilli con carne, cole slaw, 
pineapple slice, com bread and butter, milk 
Oct. 31 — com dogs, broom sucks, half 
moon, flying saucers, milk. 
Nov. I — pizza, tossed salad, fruit Jello. 
peanut butter chews, milk 
Nov. 4 — wiener sandwich, baked beans, 
applesauce, potato chips, milk 
Nov. & — John marzetU, vegetable strips, 
peach slices, french bread and butter, milk, 
Nov. 6 — cream ed turkey over biscuit, 
buttered peas, fruit Jello, milk 
Nov. 7 — sausage sandwich, succotash, 
orange Juice, peanut butter bar. milk 
Nov H — ham burger sandwich, cream ed 
rice, green beans, pear half, milk 


School Blaze 
Hits Pickerington 


I LANCASTER, Ohio (AP) — Fire 
early today caused extensive damage 
to Pickerington High School in 
northwestern Fairfield County. 


Authorities said units from eight fire 
departments, including units from 
Columbus suburbs, were called to fight 
the fire, which was reported at 3 a m. 


Classes at the school were cancelled 
today. 
No cause or dollar estimate of 
damage was immediately available. 


Champion pie eaters in the boys 
division are, Chris Milstead, first and 
Bill Withers, second, both of Cir­ 
cleville. 
Florence Urfer, Route 4, New 
Philadelphia, was the grand champion 
of the hog calling contest. Second place 
in the female class went to Francis 
/.wicker, 710 Lincoln Dr., with Daisy 
Mac, Walworth, Wis., taking third 
place. 
In the men’s division, the winners 
were. Robert Elmore, Florida, first; 
Dick Eyestone, Route I, Sycamore, 
second; and Marvin Thompson, Route 
2, Williamsport. 
USS Chem icals 
Forem en A tte n d 
W orkshop 


Two employees ot U.S.S. Chemicals, 
Circleville, completed Unit II of 
Wittenberg University’s Management 
Development Program Fnday. 
They are Philip Beard, mold 
foreman, a resident of Williamsport, 
and Jerry Walters, finishing foreman. 
The series of five-day on-campus 
courses are designed to strengthen the 
management competency and provide 
new insights into the management 
functions of supervisory personnel in 
industry. 


FAST 
EFFICIENT 
SERVICE 
AT 
THE SAVINGS 
AUTO BANK 
MEMBER FDIC 


DON THOMPSON 


. . . fo r a lim ited tim e only it offering oil Capri's In stock at 
a bare minimum OVER DIALERS COSTI 


H urryl W hile these cars last. Don't miss these fantastic buys. 
We have a nice selection to choose from l 


Example 
#CP74/22 
BRAND 
NEW 
74 
CAPRI 
C A P R I COUPE: 2000 


2000 cc engine, medium blue metallic decor group - 4 speed trans. - power front 
disc brakes - styled steel wheels - colored keyed bumpers - 165SRx 14 steel radial 
tires - electric rear window defroster - five position reclining bucket seats - full 
instrumentation. 


Ult Pries 
SAVE 


*3818.00 
343.00 
NOW $3475.00 
DON THOMPSON 
LINCOLN-MERCURY 


Hours: 8:00-6:30 — Tuas. til 9:00 


Saturday 9:00-1:00 


Hey, chicken lovers- ^ _ 
come on over to The Other Fried! 
Wednesday 
Family Night 
Special 
3 pieces of chicken, cole slaw, 
mashed potatoes and gravy, 
hot biscuits. 


Great time to discover the touche honey 


difference in Famous Recipe, The Other 
Fried Chicken. Delicious dipped-in-boney 
batter, fried really crisp and all the way 
through. No wonder people who cross 
over to The Other Fried Chicken stay there! 


Reg. $1.60 


Now only 
*1 25 


Levenson L & R Creative Tools 36 E lf 
Mangano Mike Paint & Hrdwr Co 19 VV 3 
717-8237 
Meadow Leon Noiseless Hrdwr 48 Ess* 
513 1212 
McCarthy Mary & Sons 82 Davis 
H 
39FT234 
6184231 
553-3288 
665 8675 


Volker H J Co 9 
Walsh Ed Hrdwr 
Waterston Nat P 


Iw h w s 
"^THE OTHER FRIED CHICKEN 
with the toucha honey difference 
483 E. MAIN ST. 
"A DELICIOUS DIVISION OF 
FOODS 


IO 
The C ircleville H erald , M onday October 21, 1974 
Businessmen See No Deep Slump 
Cattle Inventories 
Show New Decline 
NEW YORK (AP) — Despite in­ 
flation, rising unemployment and the 
high cost of money, the nation should 
get through the coming months 
without a severe economic slump, say 
businessmen surveyed by The Asso­ 
ciated Press. 
The business leaders — nearly a IOO 
retailers, manufacturers and bankers 
from around the country — were 
queried during the month before 
President Ford’s economic address to 


SAIGON, South Vietnam (AP) - The 
U.S. embassy today denied that the 
Central Intelligence Agency is in­ 
volved in demonstrations against 
President Nguyen Van Thieu and ac­ 
cused North Vietnam of a “ crudely 
obvious attempt to exploit the 
dissent.” 
The embassy statement was issued 
after another anti-Thieu demon­ 
stration Sunday in Saigon in which a 
police jeep was burned and the 
National Assembly building was 
stoned. There were peaceful antigov­ 
ernment rallies in Hue, Can Tho and 
other towns. 
The embassy cited Viet Cong 
statements in the past two weeks 
charging that the CIA is giving support 
to dissident political groups in South 
Vietnam. 
"The United States does not en­ 
courage, nor does it support in any 
way, any political faction in Vietnam,” 
the American statement said. “ These 
accusations are utterly groundless and 
totally false.” 
The statement also cited recent Viet 
Cong and North Vietnamese military 
attacks. It said by destruction of roads, 
bridges and other important in­ 
stallations, North Vietnam is “ seeking 
to increase the economic suffering of 
the South Vietnamese people in the 
hope that it can exploit politically the 
resulting misery.” 


Rhodes Wins 
Enquirer 
Endorsement 


CINCINNATI, Ohio (A P)- Former 
Gov. James A. Rhodes was endorsed 
for the Ohio gubernatorial race Sunday 
by The Cincinnati Enquirer. 
The newspaper, on its Sunday 
editorial page, said it backed Rhodes 
because of the achievements made in 
education and industrial development 
during his two terms. 
The Enquirer said the Republican 
candidate, who is facing Democrat 
John J. Gilligan, “ is more correctly 
attuned to Ohio’s needs and its people’s 
aspirations.” 
The endorsement contained praise 
for Gilligan’s successes during the 
past four years, but credited Rhodes 
for major advances in a wide range of 
areas. 
“ Ohio blazed many trails during the 
Rhodes years—in historic preser­ 
vation, in highway safety, in correc­ 
tions and mental health, in industrial 
safety, in public works, in urban af­ 
fairs,” it said. 
The editorial said Rhodes was 
responsible during his eight years as 
governor—from 1963 to 1971—for in­ 
vesting more state operating money in 
elementary and secondary education 
“than all the governors from 1915 to 
1963.” 
Industrial 
development, 
the 
newspaper said, resulted in “ Ohio 
leading the nation in the expansion of 
commercial and industrial facilities” 
and the attraction of $13 billion in new 
capital investment. 
The editorial said the development 
program was responsible for providing 
750,000 more jobs in the state during 
Rhodes’ two terms. 
Moore Would 
Aid Coal Talks 


W HEELING, W.Va. (AP) - West 
Virginia Gov. Arch A. Moore Jr. says 
he would be willing to help with coal 
contract negotiations if he is asked to 
do so by both sides. 
Moore, interviewed by WTRF- 
television, said he would not have the 
slightest hesitation to join coal 
operators and United Mine Workers 
representatives at the bargaining 
table if he can help “ resolve the mat­ 
ters in difference” as he did in 1971 
when the last coal contract expired. 
Moore noted there is less than one 
month left in the current contract and 
he understands discussions have not 
yet begun on the economic and 
monetary union demands. 


The Great Pyramid in Egypt is the 
only wonder of the ancient world in 
existence. 
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Congress. 
Inflation remains the country’s 
biggest economic 
problem, the 
businessmen say, but unemployment 
is a growing cancer and is expected by 
the businessmen to become the next 
major problem. 


President Ford won general praise 
for what many called his cautious, 
prudent approach to economics, 
though many said they’d reserve 


The Viet Cong on Oct. 12 claimed 
that the U.S. government was trying to 
infiltrate agents into the dissident 
South Vietnamese political groups to 
“ manipulate and turn” the dissent to 
the benefit of the United States. 
The Communists charge that the 
United States is conducting a “ double- 
faced” policy: pushing Thieu to make 
reforms to strengthen his position and 
at the same time trying to develop a 
position of influence with the op­ 
position in Case Thieu is overthrown. 
U.S. officials contend that the Viet 
Cong is conducting the “ double-faced” 
policy: assailing the United States for 
its support of Thieu and at the same 
time accusing the United States of 
preparing a fallback position should he 
be ousted. 
Some analysts say they believe the 
Viet Cong is laying the groundwork, 
should Thieu be forced out, to refuse to 
cooperate with his successor by 
claiming that the United States was 
behind the change. So far, however, 
there is no suggestion that the anti- 
Thieu movement is strong enough to 
topple him. 


Forecast 


Gear and not as cold tonight. Lows 
from the mid 30s to low 40s. Sunny and 
warmer Tuesday. Highs from the mid 
50s to low 60s. 
NORTHWEST INLAND 
Clear and not as cold tonight. Lows 
35 to 40. Sunny and warmer Tuesday. 
Highs in the upper 50s and low 60s. 
WEST CENTRAL 
CENTRAL 
SOUTHWEST 
Gear and not as cold tonight. Lows 
in the upper 30s and low 40s. Sunny and 
warmer Tuesday. Highs in the upper 
50s and low 60s. 
EAST CENTRAL 
SOUTHEAST 
Gear and not as cold tonight. Lows 
in the mid and upper 30s. Sunny and 
warmer Tuesday. Highs in the upper 
50s and low 60s. 


By THE ASSOCIATED PRESS 
Sunshine was forecast for most of 
the state today, with temperatures 
warming after a chilly morning. Highs 
were predicted in the upper 40s and 
lower 50s. 
Southerly winds are expected to 
push temperatures into the upper 50s 
and lower 60s over most of the state 
Tuesday. 
Toledo set a new low record Sunday 
night with a temperature of 17 degrees. 
The previous record was 21 set in 1962. 
Snow flurries were reported in the 
Youngstown areas. 
A low pressure area and frontal 
boundary was located in the upper 
plain states and lower Canada and was 
forecast to move into the western 
Great Lakes area by tonight and Ohio 
by Tuesday morning. 


M on Said Suicide 
As Police Approach 


CANTON, Ohio (A P) - North 
Canton police reported Sunday that 
Kenneth Schultz, 21, of Warren, Mich., 
shot himself to death as officers ap­ 
proached him to question him about a 
drugstore holdup. 
The incident occurred in a wooded 
area where police had staked out the 
robbery loot after receiving a tip that 
two men had been seen hiding it there. 
Police said Schultz was AWOL from 
the Air Force. 


judgment to see results. In general, 
they said Ford’s economic summit 
meetings helped focus public attention 
on inflation, a critical need many 
businessmen said. 
“ Half of economics is science,” says 
Maurice Ferre, Miami mayor and 
president of Maule, Inc., a con­ 
struction company. “ The other half is 
human nature, which outweighs the so­ 
called economic truths. 
“ If people believe there will be a 
recession, there will be.” 
As might be expected, most of those 
businessmen interviewed say more 
business and less government is the 
long run answer to inflation. 
“ Rather than relief from gov­ 
ernment I think our real need today is 
relief of government,” says Ken 
Smith, executive with Jantzen, Inc., a 
Portland, Ore., clothing manufac­ 
turer. 
“ The government is the biggest 
consumer and the consumer still 
controls inflation,” says Robert Duck­ 
worth of the First National Bank of 
Arizona. 
A balanced budget is the first step 
toward easing inflation because it will 
reduce government demand for funds, 
thus freeing money for business ex­ 
pansion, said most businessmen 
questioned. Increased productivity 
and expansion, will cut inflation, they 
said. 
“ There are only two reasons for 
inflation: too much money or too few 
goods,” says William Dillard Sr., an 
Arkansas retailer. “ We need more 
producers.” 
But, 
says 
Gabe 
Rutherford, 
president of an Arkansas steel 
fabricating firm: “ The talk about 
cutting federal spending really means 
cutting construction. That would mean 
a bigger slowdown.” 
Despite growing evidence of a 
recession — consumer hesitancy, 
concern over inventories, rising 
unemployment — the businessmen 
still say inflation is the nation’s chief 
economic headache. 
“ I don’t think inflation is going to 
change its upward trend or stop 
anytime soon, because I don’t think 
prices are going to stop rising,” says 
Iiewis Kohn, chairman of Maryland’s 
Rochshild Kohn Department Store. 
But, says Kenneth Ross, economist 
with the First National Bank of 
Arizona: “ Ford may be in a little 
better position than President Nixon. 
There are some blips on the radar 
screen that may mean we are starting 
to come out of the problem.” 
Some are more skeptical, however. 
“ I think it’s unrealistic to think we can 
stop inflation without too severe of a 
recession,” says Bill Bright, a West 
Virginia greeting card manufacturer. 


Ford Signs 
$7.75 Billion 
Housing Bill 


WASHINGTON (A P) - President 
Ford has signed a bill that injects up to 
$7.75 billion of government funds into 
the mortgage market to help the 
nation’s ailing housing industry. 
Some $3 billion of the total will be 
available immediately for the mort­ 
gage market and the rest may be 
spent later if the industry fails to perk 
up from the lethergy that has afflicted 
it in recent years. 
The bill, signed Friday at a White 
House ceremony, initially will permit 
about 100,000 new buyers of homes to 
save money through cheaper loans. 
Under the legislation, the Govern­ 
ment National Mortgage Association 
will have Treasury backing to pur­ 
chase mortgages at 9 per cent and 
resell them at the higher market rate, 
now IO per cent, and absorb the loss. 
The money is available for both new 
and existing housing, but not for those 
mortgages already insured by the 
government through the Veterans Ad­ 
ministration and the Federal Housing 
Administration. 
Ford said the housing bill, the first 
part of his new economic program to 
be enacted by Congress, would not 
cure all the ills of homebuilders but 
“ will provide a shot in the arm for the 
housing industry.” 


Set School 
Committees 


COLUMBUS, Ohio (A P) - Two 
committees will be named to try to 
help the state Board of Regents find 
solutions to problems in Ohio’s 
graduate schools and its Instructional 
Grants Program. 
James A. 
Norton, chancellor, 
reported Friday that students finishing 
graduate schools at state universities 
are having trouble finding jobs, and. 
that declining numbers of needy stu­ 
dents are seeking aid under a five- 
year-old program that helps them pay 
tuition and general fees. 
The regents authorized creation of 
Graduate Policy Advisory Program 
Committee and directed it to report 
back no later than Jan. I, 1976. 


Hamilton Police 
Seek Shotgun User 


HAMILTON, Ohio (AP) — Hamilton 
police today continued to seek the 
person who fired three shotgun blasts 
into a bar late Saturday night, wound­ 
ing three men in the hail of buckshot. 
The men escaped serious injury. 
Police said a man in the bar said he 
had been involved in an argument with 
another man at another tavern earlier 
in the evening. 


WASHINGTON (AP) - The price 
crunch on livestock feed continues to 
take a toll on feedlot cattle inventories, 
new figures by the Agriculture Depart­ 
ment show. 
As of Oct. I, USDA said Friday, 
cattle being fed for slaughter in the 23 
major beef states totalled 9,149,000 
head, down 24 per cent from the same 
date last year and 22 per cent below 
Oct. I, 1972. 
Officials said it was the smallest Oct. 
I feedlot inventory of cattle since 1967. 
The decline has been going on for 
months, however, because of high 
prices for com and other feed in rela­ 
tion to what cattle sell for on the 
market. 
That does not mean less total beef, 
however. In fact, USDA says the beef 
supply currently is up substantially 
from last year, and apparently will 
continue for some time as producers 
cut back on herds. 
The additional beef is coming from 
cows and other cattle which have been 
fed little grain, including steers and 
heifers coming directly off grass 
pastures. 
The report Friday said sales of 
grain-fed cattle in the JulySeptember 


quarter from feedlots totalled 5,522,000 
head, down 7 per cent from a year 
earlier and 26 p^r cent below the third 
quarter of 1972. * 
Looking ahead, officials said, fourth- 
quarter sales are expected to total 
5,294,000 head, 18 per cent below 
October-December last year, and 
down 22 per cent from the same period 
in 1972. 
Another report by USDA showed the 
retail price of beef — estimated on an 
all-cut basis — dropped 3.5 cents a 
pound in early October from the week 
ended Sept. 28. 
The report said that in the week 
ended Oct. 5 beef sold in retail stores at 
an estimated average of slightly under 
$1.37 per pound, down from more than 
$1.40 a week earlier. 
Both the farm share and the mid­ 
dleman portion of what consumers 
paid for beef were down during the 
week, the figures showed. 


Bruno Leuthardt commuted 370 
miles every day for IO years in West 
Germany. The schoolteacher was late 
only once — in 1962, due to the Ham­ 
burg floods. 


Nobody but methought 
I could do it myself. 


I was never a real 
handyman around the 
house. But then I 
talked with my Arm­ 
strong retailer. He 
gave me tips on in­ 
stallation, tools, and 
helped me choose 
the right floor for my 
room. He even gave 
me a "how to” book­ 
let. Then, in much 
less time than I 
thought it would take 
. . . done! Sud­ 
denly my rec 
room looks 
new again. 
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OSU Leads Grid Wins 


BEST-EVER?—Football followers from across the nation 
are calling the 1974 edition of the Ohio State Buckeyes the 
best group of players ever assembled in the wake of their 49-9 
crunching of Indiana Saturday. And one of the reasons is the 
explosive passing attack directed by Cornelius Greene. Brian 
Baschnagel (48) hauled in six of Greene’s throws for 111 
yards. Champ Henson (38) looks like he would have been a 
good target on this play. 
COLUMBUS, Ohio (A P )- Woody 
Hayes is coming close to calling his 
top-ranked Ohio State football team his 
greatest ever. 
“This team can do some things the 
others couldn’t,” he said after the Big 
Ten coleaders hammered visiting In­ 
diana 49-9 Saturday. 
Then is this squad better than his 
unbeaten powers of 1954 and 1968? 
“Now, I’ll tell you that in five games. 
But up to now, this is the most versatile 
I’ve ever had,” Hayes added. 
The Ohio State coach is delaying his 
assessment for five weeks. That’s the 
regular season finale with third- 
ranked Michigan, almost certain to be 
for the conference championship 
again. The Buckeyes and Wolverines 
share the Big Ten lead with 3-0-0 
records. 
Once more the 6-0-0 Buckeyes 
showed off their varied attack, 
crushing the 1-5-0 Hoosiers with 333 
yards rushing and another 235 through 
the air. Indiana mannaged 266 total 
yards. 
“We really learned a lot,” Indiana 
Coach Lee Corso said. 
“They (Ohio State) play fair and 
honest. They’ve got class. This is a 
national championship caliber team. I 
haven’t seen anyone better,” he added. 
“We’re young and they’re terrific,” 
Corso said. 
Hayes admitted an early bid by 
Archie Griffin to become the Big Ten’s 
champion career rusher for all games 
was “loused” up by big plays by 
teammates. 
“ (Cornelius) Greene loused one play 
up,” Hayes said. “He’s only supposed 
to get a first down. So he runs 30 yards 
to the Indiana six. Then another time 
he calls a pass and throws a (53-yard) 
touchdown to (Dave) Hazel.” 
Hayes ordered his first offense into 
action one more time early in the 
fourth quarter. 
“They went out on the field and Arch 
was going to run until he got the 
record,” the Ohio State coach ex­ 
plained. 
Griffin bagged the record on the first 
play. In all, he rushed for 146 yards and 
two touchdowns, running his career 
total to 3,321 yards, six more than Otis 
Armstrong of Purdue had in 1970-72. 
Griffin and Greene combined for 446 
total yards and figured in five touch­ 
downs, forcing Corso to call them 
super athletes. 
“What can you say about Griffin that 
hasn’t already been said?” asked 
Corso. 
The Indiana coach said of Greene, 
“He adds new dimension to their of­ 
fense. He can get through holes that 
are not even diagrammed on the 
blackboard.” 
In other Ohio college football action, 
Miami extended its unbeaten string to 
18 games and improved its Mid­ 
American Conference record to 2-0 by 
whipping Bowling Green 34-10. 
That set up a crucial conference 
clash next weekend between the 
Redskins and the Toledo Rockets, who 
share the top spot in the MAC stand­ 
ings with a 3-0 mark. Toledo and all 
the other MAC teams played outside 
the league Saturday. 
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Cards Only Unbeaten In NFL 


Miami, despite an offensive lag in 
the second and third quarters, had 
little trouble in beating the Falcons. 
Quarterback Sherman Smith rushed 
for 109 yards and one touchdown as 
Miami jumped ahead 14-0, saw the 
lead dwindle to 14-10, and then scored 
20 points in the final period. 
Toledo lifted its overall record to 4-2 
by rolling over Dayton 38-27. The 
Rockets took an early lead on quar­ 
terback Gene Swick’s pass to Don Sey­ 
mour in the end zone and touchdown 
runs by Swick of three and 18 yards. 
Utah State edged Kent State 27-24 on 
Al Knapp’s 42-yard field goal with 1:44 
remaining to play. 
Ohio University evened its season 
record at 3-3 by trouncing Morehead 
State, Ky., 49-10, as quarterback Rich 
Bevly ran for three touchdowns and 
passed for another. 
Independent Cincinnati swamped 
Wichita State 43-0 after charging 
ahead early by turning three pass 
interceptions into touchdowns. 
In Ohio Conference play, Baldwin- 
W allace and Otterbein rem ained 
deadlocked for the Red Division lead 
with 2-0 marks after victories Satur­ 
day. 
B-W trounced Heidelberg 35-14 to 
give Coach Lee Tressel his 100th 
collegiate coaching triumph. Otterbein 
downed Muskingum 28-10 as fullback 
Steve Schnarr piled up 111 yards in 22 
carries and scored two touchdowns. 
A battle of Red Division cellar- 
dwellers saw Marietta (1-1) topping 
Wooster (0-2), 21-13. 
Mount Union toppled Capital from 
first place in the OC Blue Division with 
a slim 9-7 triumph on Bob Wire’s 22- 
yard field goal in the final period. The 
victory put Mount Union into a tie for 
the division lead with Ohio Wesleyan at 
1-0. Capital dropped to a 1-0 mark. 
Wittenberg and Denison battled to a 
10-10 tie in another Blue Division 
contest. It was the first division game 
of the season for the Tigers. 
Reserves Zip 
Unioto 37-0 
The Circleville reserves scored 
every time they had possession of the 
ball in the first half and coasted to a 37- 
0 win against Unioto Saturday. 
The Tiger reserves never punted in 
the game and stalled Unioto’s only 
threat on the 15-yard-line as the game 
ended. 
Credit for the win was given to the 
Tiger offensive line of Alan Van Vliet, 
Harl Stevenson, Brian Price, Luke 
La whom, Art Davis, Rusty Holbrook, 
Danny Marshall, and Tom McGuire. 
The scoring was evenly divided. 
Mearle Logan ran 25-yards for a TD 
and added an extra point run; Frank 
Merrill scampered 35 yards with a 
pass from Brad Allison, 50-yards with 
a punt return, and carried for two 
extra-point runs; Bill Mogan powered 
45 yards off tackle and kicked an extra 
point; and Tom McGuire scored on a 
10-yard pass from Brian Fath. 
The Tiger reserves are now 6-1 for 
the year. 


By ALEX SACHARE 
AP Sports Writer 
And then there was one ... barely. 
The surprising St. Louis Cardinals 
are now the only undefeated team in 
the National Football League — the 
Minnesota Vikings and New England 
Patriots were knocked from the ranks 
of the unbeaten Sunday — and Coach 
Don Coryell is enjoying his team s suc­ 
cess to the fullest. 


“The pressure of being unbeaten 
doesn’t make any difference from a 
coaching standpoint, but I like it,” said 
Coryell, in his second year at St. I>ouis 
since leaving San Diego State. “ I 
wouldn’t be in the business if I didn t.” 
Quarterback Jim Hart sparked the 
Cards to a 31-13 lead early in the fourth 
quarter, and they withstood two one- 
yard touchdown runs by Houston’s 
George Amundson for the victory. 


Hart capitalized on a pair of Oiler 
fumbles and threw touchdown passes 
of six and 40 yards to Earl Thomas in a 
1:32 minute span of the second quarter 
to spark the Cards. 
Meanwhile, the Detroit 
Lions 
dropped Minnesota from the list of the 
unbeaten, upsetting the Vikings 20-16, 
while New England’s balloon finally 


was burst by Buffalo 30-28. 
Elsewhere 
in 
the 
NFL, 
the 
Baltimore Colts whipped the New York 
Jets 35-20, the New Orleans Saints 
upset the Atlanta Falcons 13-3, the 
Dallas Cowboys beat the Philadelphia 
Eagles 31-24, the Pittsburgh Steelers 
edged the Cleveland Browns 20-16, the 
Washington Redskins defeated the 
New York Giants 24-3, the Miami 
Dolphins slipped past the Kansas City 
Chiefs 9-3, the Denver Broncos 
defeated the San Diego Chargers 27-7, 
the Ixjs Angeles Rams topped the San 
Francisco 49ers 37-14 and the Oakland 
Raiders beat the Cincinnati Bengals 
30-27. 
The Green Bay Packers will face the 
Bears at Chicago in tonight’s national 
television game. 


Lions 20, Vikings 16 
Bill Munson was the big man for the 
lions, completing 22 of 32 passes for 
276 yards. Ten of his passes were 
caught by wide receiver Ron Jessie. 
Detroit’s victory was its first over 
the Vikings in 14 meetings going back 
to 1967. 


Bills 30, Patriots 28 
New England's Sam Cunningham 
raced 75 yards for a touchdown on the 


first play from scrimmage, but after 
that it was a struggle for the Patriots, 
who had stunned football experts by 
winning their first five games. 
“That run scared me,” said Buffalo 
quarterback Joe Ferguson, who threw 
for three TDs. “ I’m just glad we forgot 
about it and came right back,” he 
added. 
Ferguson threw touchdown passes to 
Paul Seymour and O. J. Simpson within 
the next ll minutes to put Buffalo in 
front, and New England never drew 
even. 
Rams 37, 49ers 14 
James Ham s sparkled in his first 
start at quarterback for the Rams, 
passing for three touchdowns and 
running for another. He completed 12 
of 15 passes for 276 yards. 
San Francisco wide receiver Dan 
Abramowicz caught two passes and set 
an NFL record with at least one 
reception in 97 straight games. 
Dolphins 9, Chiefs 3 
“It was a tough yard,” said Miami 
Dolphins fullback I^arry Csonka, 
whose one-yard plunge with 17 seconds 
remaining beat the Kansas City Chiefs 
9-3. Csonka, who didn’t practice all 
week because of an injured left knee, 
gained 80 yards in 17 carries. 
Top Colleges Post Victories 


By HERSCHEL NISSENSON 
AP Sports Writer 
After four upset-filled weekends, the 
college football scene returned to 
normal Saturday ... and in this jum­ 
bled season that may be the biggest 
upset of all. 
Only three 
m em bers 
of 
The 
Associated Press Top Twenty came 
out losers and two of them bowed to 
other ranked teams. 
Tenth-ranked North Carolina State 
suffered a 33-14 licking at the hands of 
unranked arch-rival North Carolina, 
but No. 9 Arizona was toppled by No. 17 
Texas Tech 17-8 and No. 13 Kansas 
underwent a 564) humiliation at the 
hands of No. 12 Nebraska. 
Meanwhile, the runaway 1-2 teams 
in The AP ratings rolled to easy vic­ 
tories — top-ranked Ohio State crushed 
Indiana 
49-9 
while 
runner-up 
Oklahoma bombed Colorado 49-14. 
Elsewhere, third-ranked Michigan 
shaded Wisconsin 24-20, No. 4 Alabama 
trounced Tennessee 28-6, No. 5 Auburn 
outscored Georgia Tech 31-22, No. 6 
Southern California struggled past 
Oregon 16-7, No. 7 Notre Dame flat­ 
tened Army 480 and No. 8 Texas A&M 
eased past Texas Christian 170. 
In the Second Ten, llth-rated Penn 
State rallied to beat Syracuse 30-14, 
No. 14 Florida turned back Florida 
State 24-14, No. 15 Arizona State 
whipped Utah 320, No. 16 Texas 
leveled 
Arkansas 
38-7, 
No. 
18 
Maryland blanked Wake Forest 470, 
No. 19 Miami of Ohio belted Bowling 
Green 34-10 and No. 20 Tulane ripped 
The Citadel 30-3. 
It was a weekend of comparisons, 
although no one has played both Ohio 
State and Oklahoma. Wisconsin, 
however, played Ohio State a week ago 
and was routed 52-7 while making it 
much 
closer 
Saturday 
against 
Michigan. 
“They’re both fine team s,” said 
Coach John Jardine. “Ohio State was 
as fired up for us as anyone has ever 
been. Whether Michigan was fired up 
or not, I don’t know.” 
Colorado has played Oklahoma and 
Michigan, losing to the latter 310 four 
weeks ago. 
“Michigan is a fine team but 
Oklahoma is better,” said Coach Bill 
Mallory. “ If they want to play each 
other, ifs all right with me.” 
Indiana’s tee Corso and Colorado’s 
Mallory couldn’t compare the 1-2 
teams directly, but they had some 
thoughts, anyway. 
“This is a national championship 
caliber team,” Corso said after Ohio 


State’s Archie Griffin romped for 146 
yards and two touchdowns and became 
the top ground-gainer in Big Ten 
history. 
It was Griffin’s 16th consecutive 100- 
yard regular-season game, one short 
of the national record held by Okla­ 
homa’s Steve Owens. Griffin also 
passed the century mark in the Rose 
Bowl last Jan. I, but that doesn’t count 
in the NCAA record book. 
Griffin’s output boosted his career 
yardage to 3,321, surpassing the mark 
of 3,315 set by Purdue’s (Xis Arm­ 
strong a couple of years ago. 
Meanwhile, 
Oklahoma’s 
Joe 
Washington, a junior like Griffin, 
rambled for 200 yards and four touch­ 
downs in just 18 carries against 
Colorado as the Sooners chewed up 594 
yards of real estate on the ground. 
"There can’t be a better team than 
Oklahoma," said Mallory. "They were 
awesome. If there’s a better back in 
the country than Washington, I haven’t 
seen hun. What moves and balance 
he’s got! Their offense is fabulous. If 
they play like they played against us, I 
don’t sec anyone beating them.” 
Michigan’s Dennis Franklin threw 
an eight-yard touchdown pass to Greg 
DenBoer to snap a third-period tie 
against Wisconsin and the Wolverines 
also got scoring runs from Chuck 
Heater and Gordon Bell. 
Willie Shelby ran 13 and 19 yards for 
Alabama touchdowns and set up one of 
Calvin Culliver’s two scores with a 41- 
yard punt return. 
Auburn’s stingy defense was riddled 
for 22 points by Georgia Tech but still 
came up with the big plays. Chuck 
Jones, a freshman, blocked a punt and 
ran it 42 yards for a touchdown and 
recovered a fumble to set up another 
tally 
One of the 160 yards gained by 
Southern 
Cal’s 
Anthony 
Davis 
produced a touchdown and Chris 
Limahelu tacked on three field goals 
enabling the sluggish Trojans to defeat 
Oregon. 
Fullbacks Wayne Bullock and Buss 
Kornman split four touchdowns as 
Notre Dame whipped Army and David 
Walker completed seven of nine passes 
for a whopping 220 yards in the Texas 
Aggies’ triumph over TCU. One of 
them was a screen to Ronnie Hubby, 
who galloped 60 yards to score. 
Texas Tech stifled Arizona’s high- 
powered offense, holding the Wildcats 
to 273 yards, well below their average. 
Curtis Jordan and Randy Olson came 
through with key interceptions and the 
Red 
Raiders also recovered two 
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Arizona bobbles. 
North Carolina scored three times in 
the first period on runs of 36 yards by 
Mike Voight, three by Chris Kupec and 
IO by Boom-Boom Betterson and in 
toppling N.C. State. 


Penn State’s Tom Shuman ran for 
two touchdowns and passed for a third 
against Syracuse; Nebraska’s Dave 
Humm fairly sizzled with 23 com­ 
pletions in 27 tosses — including 15 in a 
row — for 230 yards and three scores 
against Kansas; Florida came from 
tiehind in the final period to down 
Florida State on a 63-yard touchdown 
pass from Don Gaffney to Alvis Darby 
and Tony Green’s 12-yard run. 


Arizona State freshman Dennis 
Sproul threw a pair of scoring passes 
as the Sun Devils trounced Utah; 
another rookie, Texas fullback Earl 
(Campbell, gained 109 yards on just 
eight rushes, one of them a 68-yard 
touchdown gallop, in the tenghom s’ 
rout of Arkansas; Bob Avellini passed 
for 157 yards and two touchdowns as 
M aryland stomped Wake Forest, 
which has lost its last four games by 
1960. 


Ron Carpenter tallied twice as 
Miami of Ohio whipped Bowling Green 
and Steve Foley rushed for 142 yards, 
including a 47-yard touchdown, as 
Tulane sank The Citadel. 


Raiders 30, Bengals 27 
“There was never any doubt in my 
mind," Oakland Coach John Madden 
said of his decision to punt with his 
team at the Cincinnati 32-yard line 
with three minutes left. Oakland 
trailed 27-23 at the time. 
Oakland got the ball back at midfield 
with no time outs left and 1:36 on the 
clock. Ken Stabler guided the Raiders 
downfield masterfully, and Charlie 
Smith capped the drive with a one- 
yard scoring scamper around the right 
side with eight seconds remaining. 
Saints 13, Falcons 3 
Bobby Scott, given the starting nod 
at quarterback when Coach John 
North benched Archie Manning during 
the week, tossed a 36-yard scoring pass 
to Paul Seal for the only touchdown of 
the game as the Saints upset Atlanta 
for their first victory in 19 games on 
the road. 
Steelers 20, Browns 16 
Pittsburgh struggled past the 
Browns as quarterback Joe Gilliam 
managed to complete just five of 18 
pass attempts for the Steelers. Two 
second-half field goals by Roy Gerela 
were the difference. 
Redskins 24, Giants 3 
Veteran Sonny Jurgensen threw 
three touchdown passes to pace the 
Redskins, who took advantage of 
frequent New York mistakes, in­ 
cluding a punt which was blocked by 
Mike Hull. 
Cowboys 31, Eagles 24 
Dallas snapped a four-game losing 
streak by beating the Eagles. Roger 
Staubach's one-yard TD run midway 
through the fourth quarter was the 
margin of victory. 
Colts 35, Jets 20 
Baltimore’s Lydell Mitchell set an 
NFL record by carrying the ball 40 
times, one more than O.J. Simpson’s 
standard set last year. He gained 156 
yards and scored one touchdown in 
leading the Colts to their first victory 
of the season. 
Broncos 27, Chargers 7 
Running back Floyd little, slowed 
all season by a nagging ankle injury, 
scored one touchdown and set up 
another by galloping 72 yards with a 
short pass to lead Denver past San 
Diego. 
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C la s sifie d a d s a r a p a y a b le in a d v a n c e 
by c a sh o r m o n e y o rd e r F ig u r e y o u r 
a d s a s fo llo w s 
P e r w o rd fo r I in se rtio n 
13c 
( M i n im u m c h a r g e $17 0 ) 
P e r w o rd to r 3 in se rtio n s 
I M i m i m u m c h a r g e $J 40) 
P e r w o rd fo r a in s e rtio n s 
35c 
( M i n im u m c h a r g e $3 SO) 
P e r w o rd fo r 24 in se rtio n s 
$1 OO 
( M i n im u m c h a r g e $10 00) 
A B O V E 
R A T E S 
B A S E D O N 
C O N 
S E C U T I V E D A Y S 
M a il y o u r a d te llin g how m a n y tim e s 
you w a n t to r u n if it is not co n ve n ie n t to 
le a ve it at th e o ffice 
C la s s ifie d w o r d A d s w ill be a cc e p te d 
until 
12 
n o o n 
p re v io u s 
d a y 
for 
p u b lic a tio n 
the fo llo w in g 
d a y 
T h e 
p u b lis h e r r e s e r v e s the rig h t to edit o r 
reject m y c la s s if ie d a d v e rtisin g c o p y 


E r r o r 
in 
a d v e r t i s i n g 
s h o u ld 
b e 
re p o rte d im m e d ia t e ly The C irc le v ille 
H e ra ld w ill n o t b e re sp o n sib le fo r m o re 
than o n e in c o rre c t in se rtio n 
W h e n 
a n s w e r in g 
b lin d 
a d s 
p le a se 
a d d re s s t h e m a s fo llo w s 
B o * n u m b e r, 
c o T h e C ir c le v ille H e rald . P O 
B o * 
498, C irc le v ille , O h io 43113 


2. Speciol Notice 


N O T IC E 
lf yo u h a v e not re c e ive d 
yo u r C ir c le v ille H e ra ld b y 6 p m , 
then yo u s h o u ld ca ll 474 1041 
C a lls 
acc e p te d fill 6 4$ p m 
O N L Y 
O n 
S a tu rd a y b e tw e e n 3 OO and 3 45 p rn 
O N L Y 
S O R R Y 
M o t o r 
r o u te 
c u s t o m e rs in fo rm a tio n w ill be taken 
but not d e liv e r e d till next d a y 


H A N D H C B S a le s 426 E 
U n ion St 
474 6657 
N e w a n d U se d C itize n B a n d 
R a d io s, a n d a c c e s s o rie s O p en IO OO to 
7 30 d a ily . S u n d a y l l OO to 2 OO N o w 
se llin g 
J o h n so n 
P e a rc e 
S im p so n , 
C o u rie r 
a n d 
M id la n d 
See 
u s 
fo r 
b u s in e s s b a n d 


T R E E 
t r im m in g , 
ro o fin g, 
c h im n e y 
w o rk 
a n d 
fu rn a c e 
cle a n in g 
F re e 
e stim a te s, 
w o rk g u a ra n te e d 
C a ry 
B le v in s, 474 7863, a n y tim e 


A PA R TM EN T Sale 464 
t 
o c to b e r 21, 22, 23 M o v in g out of state 
M u s t se ll e v e r y t h in g 


H A V E a d r in k in g p r o b le m 1 A lc o h o lic s 
A n o n y m o u s 
474 2017, 
474 7234, 
474 
3907 


T H E 
f in e s t 
in 
re * 
r e sto ra tio n R o e C rite s. A n tiq u e s 983 
4777 


A N T I Q U E S , b u y in g a n d se llin g , c o m s 
a n d in d ia n r e lic s 
474 5995 


C H 'L D w ith d is a b ilit y 1 N eed to t a l k 1 
C a n 
u n u s u a l 
c h i l d r e n 
474 
6418, 474 5 1 51 fro m 9 3 474 8572 or 474 
8772. 4 8 


F O R 
a lo b w e ll d o n e feel > 
c a r p e t s 
w it h 
B l u e L u s t r e 
R e n t 
e le ctric s h a m p o o e r $1 OO k o c h h e ise r 
H a rd w a re 


4. Business Service 


P L U M B I N G , 
h e a t in g , 
a ir 
co n 
d itio n m g . w a te r p u m p s, se rv ic e a n a 
re p a ir H a v e a p r o b le m 1 C all 474 4667 
o r 474 7 117 L e ro y T out 


T R E E t r im m in g , p o w e r stu m p cu ttin g 
re m o v a l, s p r a y in g , fire w o o d a n d roof 
re p a ir, L in c o ln Is a a c P h o n e 474 7272 


P R I N T I N G 
velop es, etc 
4467 


L e tte rs, 
N otices, 
E n 
C a ll T e re sa D e a n . 474 


T E R M I T E S a n d g u a ra n te e d c o n tro l 
C o n t a c t y o u r r e lia b le K o c h h e is e r 
H a rd w a re 


P E T S b o a rd e d d a y, w eek o r m onth, 
c lip p in g a n d q r o o m m g 
P h o n e 
for 
a p p o in t m e n t 
474 4383 
K e lls t a d t 
K e n n e ls 


R O B E R T 
F y f f e 
M a s o n r y , 
B r ic k , 
B lo ck . 
Stone 
S e o a lt y 
F ire p la c e s, 
p h o n e 474 4646 


V I N Y L M a g n e tic S ig n s 
G u a ra n te e d 
F a st 
S e rv ic e 
4 y e a r s e x p e rie n c e 
C irc le v ille V a c 
U 
S ig n 474 7456 


S E P T I C 
tan k 
a n d 
se w e r 
c le a n in g 
S e rv ic e a n y w h e re , a n y t im e 
L in c o ln 
isa a c 
P h o n e 474 7272 


F O R con cre te a n d m a s o n r y la rq e and 
s m a ll (Ob. q u a lity w o rk 
474 5072 


JOHN HEFFNER 


A U C T IO N E E R 
Farm 
Residential 
C o m m e rc ia l 
Phone 983 3009 
A sh ville O h io 


F O R the best in trash a n d r u b b ish 
h a u lin g , R e sid e n tia l and C o m m e r c ia l 
C a ll 
Sc toto 
H a u le rs 
Inc 
fo rm e rly 
L a r r y 's R e fu se H a u le rs 474 6088 


P L U M B I N G , no lob too s m a ll, N e il 
M e r n m a n 474 6285 


P L U M B I N G , 
h e a t in g 
a n d 
r e p a ir 
s e r v i c e 
R e a s o n a b le 
9 83 4777 
E v e n in g s 


T E R M I T E 
E x t e r m in a t io n 
P e s t 
co n tro l 
C a ll 
R ic k 
Sp ire s, 
474 6263 
L ic e n s e d b y State of O hio 


V I N Y L m a g n e tic , and fla s h in g S ig n s 
C u sto m E n g r a v in g Fa st, g u a ra n te e d 
w o rk 
C o llm 's S ig n s 474 4155 


SNCR E 
■climate! 
E 
f in i s h i n g 
F r e e 
f a l l 4/4 7064 J e r r y C u p p 


FREE ESTIMATE 
Furnace & chim n ey cleaning. 
F re e 
E s t im a t e s . 
W o r k 
G u a ra n te e d 
OFF 
474 7863 


WILLIAM I. 
HOOVER 
Carpet & Upholstery 
C le a n in g 
C om m e rcial Residential 
A shville 983 2388 


N E W 
L I F E 
F u rn itu re 
a n d 
m e ta l 
s tr ip p in g 
F re e estim ate, 474 1503 


T R E N C H I N G for electric, g a s 
ar.d 
w a te r lin e s. Scott E le c tric . 474 4781 


LLOYD S HEATING 
A N D COOLING 


Service and install all m a k e s 
of 
f u r n a c e s , 
a ls o 
w in t e r 
check ups. 
Free 
Estimates. 
P hone 
474 7687 


IKE'S 


New Constructing 
and Remodeling. 


Call R a y m o n d Moats, 
Builders. Inc. 
474 3956 or 474 6298 
or 474 5342. 


SEE 
DON THOMPSON 
LINCOLN MERCURY INC. 


FOR A G O O D SELECTION 
OF LATE MODEL 
USED CARS 


We Service What We Sell 


I 350 N, Court Street 


7. Help Wanted Gen. 


Septic Tank Sew er & 
D r a m C leaning Service 
C om m e rcial Residential 


C a ll Jerry Wharf 
4 /4 4566 


5. Instructions 


P I A N O L e s s o n s 
E x p e r ie n c e d 
rn 
stru c to r L o g a n E lm V illa g e C a ll 474 
7275 


7. Help Wanted Gen. 


W A N T E D 
R e g iste re d n u rse o r L P N 
B r o w n 
M e m o r ia l 
H o m e . 
158 
E 
M o u n d 
474 6238 
A n 
E q u a l 
O p 
p o rtu n ity E m p lo y e r 


DRAFTSMAN 
I m m e d i a t e 
o p e n i n g 
for 
d r a f t s m a n 
w ith 
t o o l i n g 
e x p e r i e n c e 
E x c e l l e n t 
w o ik in g condition com plete 
f r i n g e 
b e n e f it s 
C o n t a c t 
p e rso n ne l office 


WEAR-EVER 
ALUM INUM 
1089 Eastern A v e n u e 
Chillicothe O h io 45601 
P hone 614 775 9100 
A n Equal Opportunity 
Employer 


VAN CAMP 
CONTRACTING 
COMPANY 


ASPHALT PAVING 
CONCRETE PAVING 
EXCAVATION 


For Estimates 
474-8851 


RO U N DTO W N HOBBY 
SHOP 


236 E. Franklin St. 
Yarn 
Needlepoint Kits 
Crewel Kits 
Latch-hooked Rugs 
Crochet Cotton 
Pattern Books 


H ours M o n . thru Thurs. 
9 :0 0 to 8:00 
Fri. 9:00 to 9:00 


C o m p le te 
Kitchen 
Remodeling 


M r. H o m e Care 
R. W. ANKROM 
CO. 


7 2 4 S. Court 


474 7816 


THIS M A Y BE YOUR 
OPPORTUNITY! 


Is Your Job Paying You 
E n o u g h ? 
Is Your Job Secure? 
Is Y ou r Retirement 
E n o u g h ? 
Is Your H ealth O k a y ? 
lf not, This might be your 
opportunity, lf you are over 
25 years to 60 years of a g e 
and em ployed. 
This plan includes: Doctors, 
Lawyers, Bu sin e ss Men, and 
all w alk s of life. 
G u e s t Speaker: 
Dr. W illia m Schmelzer 
Be at the L-K south of Cir- 
cleville, Oct. 21 st, 7:30 p.m. 


12. Mobile Homes 


URGENT 
ROUTE CARRIERS 
NEEDED AT ONCE 
NORTHEND & EASTSIDE 
OF CIRCLEVILLE 
BOY OR GIRL 
Must Be I I Years or Older 
Call The Herald 
474-31 31 from 8 to 5 


18. Houses for Sale 


REAL ESTATE FOR SALE 


Located in Ashville, Ohio. Two story frame, 5 rooms. H as 
one b e d roo m d o w n and one large bed room up stairs. H as 
g a s furnace. N e w paint on outside. Priced under S I 3,000.00. 


Located in Mt. Sterling Ohio. Two story frame. Has 4 ro o m s 
down. Three b e d ro o m s up. Natural gas. N e w carpet in living 
room. This h o m e is in go o d condition. H a s a new g a r a g e 28 
by 30 ft. in rear. Priced in the mid tw en ties and is vacant. 
Curtis W. Hix Realty 


474-5190 
Ed Hix, A ssociate 279-5793 
W.E. Clark, A sso ciate 474-4200 


NEW LISTINGS 
G ra cio u s tw o story located on N. Pickaw ay. 3 bedroom s, 
large L R with W B Fireplace. Paneled den, large enclosed 
porch. Pretty kitchen and nice center hall for convenient 
access to entire home. 2 1 2 car g a r a g e with gas, electric and 
water. Fenced yard. Appt. only. 


Full basem ent, in this alm ost n ew ranch. Large carpeted 
living room. Eat-in kitchen that sh o w s off the park like yard. 
Patio doors and redw ood deck. 3 nice bedroom s, tiled bath 
with shower. 2 car attached garage. $30,500.00. 
SUE E. SPIRES, Realtor 


474 2567 


M O B IL E H O M E S 


For 24 Years a Leader in Mobile Housing 
Customer Satisfaction —- Service Expertise 
Dedicated to Solving People Problem s 
Sales Lot on U.S. Rt. 23 


O P E N IN G fo r N u r s in g Sta ll, L P N * 
for c h a rq e d u ty a n d o rd e rly fo r 3 
ll 
P h o n e 474 6036 fo r 
a p p o in t m e n t 
P ic k a w a y 
M a n o r , 
Inc , 
391 
C la rk 
D r iv e 
W e a r e a n e q u a l o p p o rtu n ity 
e m p lo y e r 


R E S P O N S I B L E w o m a n to live in and 
help ca re fo r 
4 te e n ag e c h ild re n 
D u tie s in c lu d e co o k in g , la u n d ry , a n d 
g e n e r a l 
h o u s e w o r k , 
o n e 
c h ild 
w e lc o m e 
W a g e s to 
be 
d isc u ss e d 
D e la w a re . O h io W rite Box 294 C c 0 
The H e ra ld 


TOOLMAKER 


Im m e d ia t e 
o p e n i n g 
for 
t o o lm a k e r 
wi t h 
t o o lin g 
e x p e r i e n c e 
E x c e l l e n t 
w orkin g condition, com plete 
f r i n g e 
b e n e f it s . 
C o n t a c t 
personnel office 
WEAR-EVER 
ALU M IN U M 
1089 Eastern A v e n u e 
Chillicothe O h io 45601 
Phone 614 775 9100 
An Equal Opportunity 
Em ployer 


PEACE CORPS 
FARMERS 


lf your field is agriculture the 
Peace C o rp s needs you 
to 
assist farm e rs in one of 47 
countries in Africa, A s ia or 
Latin Am erica. 


Agriculture skills in d e m a n d 
in c lu d e 
C r o p 
Scie n c e , 
V e g e t a b l e 
E x t e n s i o n , 
L i v e s t o c k . 
A g r o n o m y , 
D a i r y i n g , 
A g . 
E d u c a tio n , 
Poultry, Sw in e 
Sheep, 
and 
general farm ing. 


folk with form er Peace C orp s 
volunteers at the Chillicothe 
C o u n t y 
E x t e n s i o n 
O f f i c e 
M o n d a y 
a n d 
Tuesday 
O c ­ 
tober 21 a n d 22 at 38 S. Paint 
St. or dial: 775-3200. 


9. Situations Wanted 


R I D E 
fro m 
A s h v ille 
to 
d o w n to w n 
C o lu m b u s b y 7 30 a rn 
R e tu rn 4 30 
S OO 983 2028 afte r 6 p m 


IO. Cars for Sale 


1970 M A V E R I C K , 3 speed, 6 c y lin d e r 
G ood co n d itio n SI,095 OO, 474 3040 


W H IT E 
69 C a ta lin a , 4 door, 47,000 
m ile s 
E x c e lle n t co n d itio n 
474 8690 


1957 C H E V Y 327 e n gin e , 4 speed, good 
co n d itio n $800 OO 983 7255 


19/3 M E R C U R Y M a r q u is 
loaded, 4 
door, h a rd top, 30,000 m ile s C a ll 474 
8957 


67 O P E L sta tio n w a g e r 
1.1 e n q in e 
E xcellen t g a s m ile a g e 474 7196 


I PA. Motorcycles 


I B E D R O O M m o b ile h o m e s 
L a rg e s t 
selection in C e n tra l O h io 9 to ch o o se 
fro m T R A D I N G I R I S H M A N 6600 F 
M a in , R e y n o ld s b u r g , 864 1020 


F O R rent 
2 b e d ro o m m o b ile hom e, 
p a rtia lly fu rn is h e d 
In q u ire b e h in d 
C o m m u n ity C h u r c h at D a r b y v ille 


F O R S a le 
1969 P M C , 2 b e d ro o m , a ir, 
sk irtin g , 
c a rp e te d , 
c o m p le te ly 
fu r 
n ished, 
shed, 
e x c e lle n t 
con d ition 
$3,800 00 983 3676 


T R A I L E R for re n t 
3 b e d ro o m s, I? x 
65 983 4603 a n y t im e a fte r I 30 


W A N T 
to 
re n t 
h o u s e 
S a lt c r e e k 
D i s t r ic t 
I 
c h ild 
R e s p o n s ib l e 
R e fe re n c e s 655 2971 


W A N T to rent fa rm P ic k a w a y C o u n ty 
C a ll 332 1775 afte r 8 OO p rn 


18. Houses for Sole 


F O R Sale 
H o u se in A sh v ille , 8 ro o m s, 
2 
b a t h s , 
s t o r a g e 
s h e d , 
w a lk in g 
d ista n c e of sch o o l G o o d lo ca tio n 983 
3429 


12A. Boot* I Compert 
1 9 . form# for Sale 


Y O U R c a m p in g d o lla r g o e s the farth e st 
at T a g g C a m p e r S a le s, U S 23 South, 
C irc le v ille 474 6506 


F A R M , m o d e rn hou se , pool, w ill in 
d u d e up to 84 a c re s 
474 3809 for 
a p p o in tm e n t 


13. Apts, for Rent 
19A. Forms for Rent 


H O N D A OF 
CHILLICOTHE 
A uthorized De aler 
933 E. M a in St. 
Chillicothe, O h io 


772-2006 


IPB. Trucks 


19/0 F o r d H a re sid e p ic k up, I- vsu, u 
c y lin d e r 4 sp e e d , ra d io a n d h e a ter 
C all M ik e M o llo y , 9 a rn to 5 p m 474 
8891 


32. Public Sale 


C O N V E N I E N T 
to 
C o lu m b u s 
a n d 
C ir c l e v ill e 
O n e 
a n d 
2 b e d ro o m 
a p a r t m e n t s 
M o d e r n , w ith m a n y 
e x tra s F ro m $135 a n d $165, fu rn ish e d 
a n d u n fu rn ish e d 
T h e P in e s A p a rt 
m erits, A sh v ille , 983 4250 


T H R E E 
b e d ro o m d e lu x e to w n h o u se 
w ith 7 c a r a tta c h e d g a ra g e , I 1 i b a th s 
P riv a te e n try w ith a ttra c tiv e outdoor 
liv in g a re a 
F u ll ca rp e t, ce n tra l a ir 
co n d itio n in g , d ish w a s h e r, ra n g e w ith 
se lf 
c le a n 
o v e n , 
r e f r i g e r a t o r , 
d is p o s a l, 
w a s h e r 
p lu s 
d r y e r 
A v a ila b le N o v I P h o n e 474 3914, 8 OO 
to 4 30 474 5136 a fte r 4 30 p rn Stout 
In v e stm e n t C o 


2 B E D R O O M 
C a rp e t, a ir con dition, 
sto ve a n d r e frig e ra t o r 
$135 OO 
474 
1154 o r 654 3372 co lle ct 


NEW 
APARTMENTS 
AND 
TOWNHOUSES 


1 - 2 - 3 B e d ro om s 


S h a g c a r p e t in g , b e a u t if u l 
kitchens with all app liances 
basem ents, private patios or 
balconies. 


A d j a c e n t 
to 
C ir c l e v ille 
Schools at N ich ola s Drive & 
G a rd e n Porkw ay. 


Call 474-3521 
Nicholas Square 


14. Houses for Rent 


T W IN sin g le 2 b e d ro o m , I ’ i bath F u ll 
s u e b a se m e n t K itc h e n , liv in g ro o m 
474 4784 


18. Houses for Sol* 


IDEAL LOCATION 
3 
b e d r o o m s . 
H a r d w o o d 
floors, large carp e te d living 
room with fireplace, kitchen 
with 
built-ins 
and 
dining 
r o o m c o m b i n a t i o n . 
L a r g e 
family room 
carpeted with 
built-in 
book 
sh elves 
and 
fireplace. I ’/a baths. Finished 
basem ent. 2 car garage . O n 
well lan d scap e d extra large 
lot. 


J A N t BAR R 474 4171 
C H A R LES RA D C I IFF. 474 4996 
H O W A R D W E A V E R 474 6536 
. 
d e m c d o n a l d 474 2262 
EVANS 


R 
E 
A 
t l t 


121 E M o m St 
Circleville 
J O H N A E V A N S Realtor 
O ffice & R e sid e n c e 47 4-4266 


H A R R I S O N 
T o w n s h ip , 
P i c k a w a y 
C o u n ty g r a in fa rm 
C o n tact W ilm a 
C re a g e r 
P h o n e 983 2116 


21. Real Estate 


G E O R G E C 
B a rn e s, R e a lto r, 130 E 
M a in St 
O ffice, 474 5275 
R e sid e n c e 
474 4982 


WACKER 
REALTY, INC. 


455 E. M a in St. 
Branch O ffice 
O. F. G uenther, M g r. 
M a ry V. Guenther, A ssoc. 
________ 474-8641_________ 


Circleville Realty 
W illiam Brasier 
Realtor 
Office 474-3795 
Residence474-5722 
D avid C. Betts 474-4004 
152 W e st M a in Street 


H atfield Realty 


103 E. M a in St. 


Phone Office — 474-6294 


Residence — 474-5719 
or 474-6562 


Dw igh t L. G ru b b — 474-4941 


W ay n e Hatfield — 474-6902 


M arjo rie Spalding, Saleslady 
474 5204 


W. D. HEISKELL & SON 
Realtors 


123 South Court St. 


474 8848 (Office) 
474-7144 (Residence) 


Larry M cFad d e n 
474-3995 


Ruth M cF ad d e n 
474-3995 


Charles Rose 
986-6584 


Chas. H. Steinhauser 
__________ 474-5075__________ 


AT YOUR SERVICE. 
Mrs. Leo H edges, 474-3304 
Jim Ford, 474-4581 
Joseph W hitesed Jr 
474-2197 
Mrs. M arjorie H ap p e n e y 
474-3323 
E. R. BENNETT 
Realtor 
127 V, E. M a in Street 
Phone: 474-2197 


24. Misc. for Sale 


H E A V Y duty, h ig h sp e e d b lo w e r and 
m o to r 
220 v o lts S u ita b le tor g r a in 
d r y in g or p o w e r ve n tila tio n 474 5244 
afte r 5 OO 


PUBLIC AUCTION 
Saturday, Oct. 26th 


Starting I I a.m. Till? 


Public Auction to be held at Kingston A m e ric a n Legion hom e 
located corner of M a in and Ing St., Kingston, Ohio. 


Articles ore as follows: som e used clothing, old stereos, 
cannister sets, refrigerators, freezer, televisions, old car, 
bookshelf, A n tique articles of different kinds, g la s se s and 
many other articles of different kinds so e v e ry o n e please 
come we are raising m oney to help pay for the rem odelin g 
of our A m e rica n Legion Hom e. A ls o there will be a Fish Fry 
with dinners the sa m e day. Plenty of places to set inside to 
eat. W e will have fish dinners, fish sandw iches, hot dogs, 
hot coffee, soft drinks. 
(Antiques) 


D I A M O N D S a re a q i r l 's best frie n d 
u n til 
sh e 
fin d s 
B lu e 
L u stre 
tor 
c l e a n in g 
c a r p e t s 
R e n t 
e le c t r ic 
sh a m p o o e r SI OO B in g m a n 's 


C O A L for sa le 
K e n tu c k y sto k e r and 
lu m p coal 
H o c k m a n G r a in & Feed, 
M a d is o n M ills , 869 2758, 437 7298 


t I R E W O O D S U a r i c k . C a ll D a n n e r s 
655 2568 


I N S T A L L E R h a s e x c e ss ro lls of N y lo n 
jn d A c rila n $4 OO per y a r d in stalle d 
T e r m s a v a ila b le 474 4940 


IF c a rp e t b e a u ty d o e sn 't s h o w 1 C le a n 
it rig h t and w atch it q lo w 
U se B lue 
L u s t r e 
R e n t e le c t r ic s h a m p o o e r 
H O O G C. M u r p h y C o 


S E A S O N E D fire p la c e w o o d 
474 4830 


aa ^ - Water 
Myers systems 


Kochheiser Hardware 


For Farm & Suburban H o m e s 
116 W. M a in St. 


MAYTAG 


l l 3 E. M a in 


F A R R O W IN G cra te s V8J J4V5 atter 6 
p rn 


W A N T to b u y used p ia n o s A n y style, 
a n y co n d itio n 
W rite B o x 297 C c o 
T h e H e ra ld 


U S E D tru c k s, a n y ye a r, size o r con 
clition 
T A T C O , 582 E M a in , 474 4028 


e e e e e 


PUBLIC AUCTION 
REAL ESTATE and PERSONAL PROPERTY • 
Saturday Morning, October 26, 
1974 
Starting at 10:00 A.M. 


To be sold at the prem ises, located at the corner of H arrison 
and Pleasant Streets in the V illag e of Tarlton, O hio. 


Real Estate to be sold at 12:00 noon 


TERMS: IO per cent dow n on day of sale: balan ce upon 
closing within 30 days. Bidding will start at $ I 2,500. 
_________________________ 


Two story h o m e with three bed room s and bath up; fully 
carpeted. Five room s down, two of them carpeted. N e w g a s 
^ 
, 
forced air furnace. N e w kitchen cabinets with d ou b le sink. 
x O . Wonted TO Buy 
75 ft. drilled well with subm e rgible pump; ae rate d septic 
tank. 


P E R S O N A L PROPERTY 
To be sold at 10:00 A.M . 


G ib so n deluxe 14 cu. ft. refrigerator; Caloric g a s range: 7- 
pc. dinette set, I set bunk beds; 2 old vanities; 2 old buffets; 
I chest of draw ers; 2 m etal wardrobes; large n um ber of old 
picture frames, several antique picture fram es; canning 
equipment, jars, pressure cooker; I set (six) fire a la rm unit; 


I burglar a la rm unit; 3 electric fans; 2 electric heaters; I old 
kerosene lam p; I blender; I 4-slice toaster; la rg e num ber of 
cooking utensils; several old metal filing cabinets; golf 
clubs, 4 w o o d s and 5 irons; I heavy duty O rbiter floor 
machine: I clarinet; odds and ends of bedding; 17 w oode n 
boat with 55 H.P. M ercury m otor and trailer. 


Auctioneer s Note: G a s furnace, kitchen cabinets, new well 
and septic tank have all been put in within the last year. This 
property n eeds very little repair fen the inside and would 
m ake 
so m e o n e a go o d 
family 
home, 
well 
worth 
the 
m inim um starting bid. 


Sale to be conducted by: 


S. eft. iSsnnett, 


Circleville O h io 
474-2197 


O W N E R S: Mr. and Mrs. Ralph A n d erson 
Tarlton O h io 
474-3519 


AU CT IO N E E R : Jim Ford 
Circleville O h io 
474 4581 


F U R N I T U R E & Y a rd S a le left o v e rs, 
m isc e lla n e o u s ite m s 474 3641 


U S E D ch ain sa w s a n d g u ita rs. 474 
7863 


27. Pets 


By THE ASSOCIATED 
PRESS 
Moses 
Malone 
jumped 
straight from high school into 
the American Basketball 
Association, but the 19-year- 
old millionaire is still getting 
an education. One of his 
teachers is Professor Cald­ 
well. 
Aided by veteran Joe Cald­ 
well’s defensive maneuvering 
against Malone, the Spirits of 
St. Ix>uis defeated the Utah 
Stars 116-109 Sunday night. 
Utah’s prize rookie scored 
only four points. 
“He’s a great prospect, he’s 
going to be a great player,” 
said Caldwell, 32, one of the 
ABA’s top defensive players, 
about Malone, who shot two 
for six from the field in 28 
minutes with nine rebounds. 
“Mainly it was just keeping 
the ball away from him,” said 
Caldwell, a 10-year pro. “I 
wanted to see what he’d do 
without the ball in his hands. 
He didn’t move well. But I 
think that’s something all 
rookies have to learn — not 
just Moses.” 
Rookie Fly Williams of St. 
Ixjuis scored 24 points, 16 in 
the 
final 
quarter. 
And 
Caldwell chipped in 18 points 
and seven assists. 
Only 
3,501 
spectators 
watched the Spirits, who play 
in the 17,776-seat St. Ijouis 
Arena, win their first game 
since pulling out of Carolina. 
The travelweary Stars, 0-3, 
gladly quit the road. 
In the only other games on 
the ABA schedule Sunday, 
Kentucky beat Indiana 101-92 
and San Diego downed New 
York 116-110. 
In the National Basketball 
Association Sunday, Seattle 
beat Cleveland 100-93 and 
Kansas City-Omaha topped 
I/is Angeles 105-95. 


Kentucky led by Dan Issel’s 
24 points, held off a late surge 
by Indiana for the triumph. 
“We run our stuff and it just 
so happened that tonight it 
went to Issei,” said a pleased 
Hubie 
Brown, 
the 
new 
Colonels 
coach. 
Indiana 
reserve Billy Knight scored 
27 points in the game. 


The Q’s opened before 6,875 
fans in the San Diego Sports 
Arena, trouncing the Nets 
with a strong finish. 
San Diego’s Travis Grant, 
44 points, outgunned New 
York’s Julius Erving, 37 
points — but only ll of them 
in the second half. 
Coach 
Bill 
Russell 
of 
Seattle was pleased with the 
31-point performance by Fred 
Brown, who personally sank 
Cleveland. 
“He’s a great shooter,” 
said Russell of Brown, 26, a 
roaming guard with a keen 
eye. “When we need the 
points, he takes over and gets 
the points.” 
In Ix>s Angeles, Nate Wil­ 
liams of Kansas City-Omaha 
sank four decisive baskets 
early in the fourth period 
against the Inkers. 
It happend after I.A, which 
had trailed by 17 points in the 
third period, tied the game 76- 
76 in a futile comeback effort. 


Saturday’s ABA scores: 
Denver 111, New York 103; 
San Antonio 114, Memphis 94; 
and Virginia 94, Utah 92. 
In the NBA Saturday: 
Kansas 
City-Omaha 
94, 
Phoenix 91; 
Boston 
113, 
Buffalo 95; Philadelphia 99, 
New York 86; Atlanta 118, 
Houston 112; Washington 110, 
New Orleans 92; Chicago 87, 
Milwaukee 70; Golden State 
113, 
Cleveland 
110; 
and 
Detroit 122, Portland 99. 
Miami Of Ohio 
Stops BGSU, 34-10 


By ANDY LIPPMAN 
Associated Press Writer 
Things were a little too easy 
for Miami of Ohio Saturday. 
That’s the opinion of Coach 
Dick Crum whose Redskins 
scored two quick first-quarter 
touchdowns on their way to a 
34-10 football victory over 
Bowling Green. 
Miami’s offense suddenly 
went into hiding for two 
periods before reemerging in 
the closing quarter when the 
Redskins pulled away with 20 
fourth period points. 
“It was just a case of our 
getting two touchdowns too 
easy,” Crum said. “I’ve seen 
it happen before. I just 
frankly think our people 
offense and defense, relaxed 
and got to thinking it was 
going to be easier than it 
was.” 
The victory enabled Miami 
of Ohio to run its unbeaten 
string to 18—they were tied 
by Purdue earlier this season 
—and the Redskins are now 2- 
0 in MidAmerican Conference 
play. 
While Miami and Bowling 
Green were squaring off, all 
the other MAC teams had 
nonconference opponents. 
Toledo defeated Dayton 38- 
27, Western Michigan beat 
Marshall 20-17, Ohio beat 
Morehead 49-10, and Utah 
State downed Kent State 27- 
24. 
After Miami’s early ex­ 
plosives, led by quarterback 
Sherman Smith, Bowling 
Green came back within four 
points 14-10, 
in the third 
quarter. They had a chance to 
tie the game just 
before 
halftim e, 
but 
failed 
to 
capitalize on a first and goal 
situation on the Miami six- 
yard line. 
If things seemed too easy 
for Miami Saturday, they 
probably won’t this weekend. 
The Redskins put their un- 


29. Produce - Seeds 


A P P L E S , red a n d go ld e n d e licio u s, 
W in e s a p , 
J o n a t h o n , 
G r i m e s a n d 
C o rtla n d 
A ls o sw e e t c id e r w ith no 
p r e s e r v a t iv e s , p u m p k in s , g o u r d s , 
sq u a sh 
a n d 
In d ia n 
co rn 
R h o a d e s 
F a rm M a rk e t, R o u te 56 e a st O pen IO 
7. 


L O S T 
all 
w h ite 
m a le 
cat 
in 
the 
v ic in i t y of 
S c jo to 
S t re e t 
N e e d s 
m e d ic a l attention 474 8038 


P A T S D o g g ie B outiq ue, c lip p in g and 
g ro o m in g , a ll b re e d s. 474 7718 


28. Form Equipment 


I R O W pull typ e N ew Id e a co rn p ic k e r 
S500 983 3495 atter 6 p m 


G L E A N E R c o m b in e N o A 2 w ith 12 tt 
p la tfo rm a n d 2 R co rn h e a d , a ls o 3 R 
N o 335 J D co rn h e a d for 55 c o m b in e 
I 927 4766 or 474 6697 afte r 8 p m 


30. Livestock 


Y O R K S H I R E b o a r s . 
T o p q u a lit y 
D a v id C a rr , W a sh in g to n C o u rt H ouse, 
614 335 5339 


F O R 
S a le 
R e g iste re d 
H a m p s h ir e 
b o a rs a n d g ilts 
P h o n e 474 8961 


29. Produce • Seeds 


T IM O T H Y seed, $10 a b u sh e l 
J im 
H a stin g s, 983 3097 


D E K A L B Se e d s 
H a rv e y Seitz, phon e 
983 3076 


31. Poultry - Eggs 


H E A V Y h e n s for freeler 
C a ll G le n 
K e rn s 474 3757 


32. Public Sale 


A U C T I O N 
F r i d a y n ig h t s , 
7 00 
C o n sig n m e n ts 
w anted . 
Sto u tsville , 
O h io 
474 1464 
Col. 
Joe 
H e ssle r, 
a u ctio n e e r 


56 A U C T IO N e v e r y b a t u r a a v m a r t H 
p m 
To c o n sig n m e rc h a n d is e 
C a ll 
474 2062. 


beaten string on the line at 
Toledo, which has not lost in 
three conference outings. 
“I think that’s going to be 
the decisive game,” Crum 
said. “We’re going to have to 
play better than this.” 
Toledo quarterback Gene 
Swick ran for two touchdowns 
and passed for another as the 
Rockets soared to a 21-7 half­ 
time lead. 
Dayton quarterback Tom 
Vosberg threw three touch­ 
downs, 
but 
was also 
in­ 
tercepted 
three 
tim es, 
boosting his record in that 
dubious category to 16 so far 
this season. 
Rich Bevly threw Ohio Uni­ 
versity’s first touchdown pass 
of the season and ran for 
three other scores against 
Morehead State. 
It was Ohio’s biggest point 
production since 1968 when 
they outslugged Cincinnati 60- 
48. 
Bevly, 
a 
senior 
from 
Youngstown, Ohio, passed 34 
yards to Cleveland Moutry 
after his touchdown runs of 
one, three and ten yards. 
Pro 
Football 


By The Associated Press 
National Football lea g u e 
Am erican Conference 
eastern Division 
VV 
I. T 
Pct. P F PA 
New 
E ng 
5 I 
0 
.833 176 91 
B uffalo 
5 I 
0 
.833 137 105 
M iam i 
4 2 
0 
667 123 121 
NY Je ts 
I 5 
0 
.167 88 141 
B ait 
I 5 
0 
.167 75 169 
Central Division 
Bitt 
4 I 
I 
750 132 99 
Cine 
4 2 
0 
. 667 160 101 
Cleve 
I 5 
0 
.167 98 163 
H ouston 
I 5 
0 
.167 79 146 
W estern Division 
O akland 
5 I 
0 
.833 148 89 
D enver 
3 2 
I 
583 125 120 
K an City 
2 4 
0 
.333 89 110 
San 
Diego I 5 
0 
.167 79 120 
National Conference 
eastern Division 
W 
L 
T 
Pct. PF PA 
S. Louis 
6 0 
0 1.000 
149 85 
B hilphia 
4 2 
0 
.667 118 72 
W ash 
4 2 
0 
667 114 78 
D allas 
2 4 
0 
.333 i?n 105 
N Y G iants 
I 5 
0 
.167 *1 120 
Central Division 
Minn. 
5 I 
0 
.833 140 81 
C m Bay 
3 2 
0 
.600 82 97 
C hicago 
2 3 
0 
.400 79 66 
D etroit 
2 4 
0 
.333 84 90 
W estern Division 
I- A. 
4 2 
0 
667 114 74 
A tlanta 
2 4 
0 
.333 53 84 
New Orl. 
2 4 
0 
.333 67 84 
2 
4 
0 
333 
72 132 
Sunday’s Results 
New O rleans 13, AUanta 3 
B uffalo 30. New E ngland 28 
D allas 31, P hiladelphia 24 
B altim ore 35, New York Je ts 20 
P ittsb u rg h 20, C leveland 16 
W ashington 24, New York G i­ 
an ts 3 
St Louis 31, H ouston 27 
D etroit 20, M innesota 16 
D enver 27, San Diego 7 
Pos Angeles 37, San F ran cisco 
14 
M iam i 9, K ansas City 3 
O akland 30, CincinnaU 27 
Monday’s Game 
G reen Bay a t Chicago, N 
Sunday , Oct. 27 
P hiladelphia a t New O rleans 
C hicago a t Buffalo 
Lewiston a t C incinnati 
D enver a t C leveland 
G reen Bay a t D etroit 
B altim ore a t M iam i 
D allas a t New York G iants 
Los Angeles a t New York Je ts 
New E ngland a t M innesota 
W ashington at St. Louis 
K ansas City a t San Diego 
O akland a t San Francisco 
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By FRANCIS DRAKE 
Look in the section in which 
your birthday comes and find 
what your outlook is, ac­ 
cording to the stars. 
FOR TUESDAY 
ARIES (Mar. 21 to Apr. 20: 
Weighty matters will need to 
be given sufficient thought 
now; also a great deal of 
patience. Don’t try to rush 
things through. Neither fear 
failure. Stress your innate 
optimism. 
TAURUS (Apr. 21 to May 
21): 
An 
average 
day 
generally, but you may be 
given 
some 
additional 
responsibilities; may also 
face 
some 
complex 
situations. Handle all with 
your usual equanimity. 
GEMINI (May 22 to June 
21): You may find yourself in 
the midst of controversy. 
Don’t let it bother you. 
Rather, get together with 
opponents and, using your 
innate foresight, you can 
solve all issues nicely. 
CANCER (June 22 to July 
23): A thoughtful review 
before 
beginning 
day’s 
program will speed up its fine 
potentialities for success. 
Especially favored: teachers, 
students, all engaged in the 
medical professions. 
LEO (July 24 to Aug. 23): 
Advance a new idea, enlist 
the help of others to put it 
across. Under prevailing 
influences, you should win 
new benefits, advance your 
status. 
VIRGO (Aug. 24 to Sept. 
23): Stellar influences only 
fairly generous, so you will 
have to provide your own 
momentum to carry on. 
Neither too many problems 
nor much opposition in­ 
dicated. 
LIBRA (Sept. 24 to Oct. 23): 
This looks like one of your 
better days. You should be 
the center of attraction in 
whatever circle you find 
yourself — business or 
pleasure. 
SCORPIO (Oct. 24 to Nov. 
22): Excellent Mars in­ 
fluences! New trends may 
result in an agreement where 
there was only opposition 
before. Do make the most of 
such fine opportunity. 
SAGITTARIUS (Nov. 23 to 
Dec. 21): Jupiter influences 
not too friendly. Avoid getting 
in 
over 
your 
head 
— 
especially where you happen 
to be on unfamiliar ground. 
CAPRICORN (Dec. 22 to 
Jan. 20): A favorable day for 
negotiations, working toward 
contract settlements. Parties 
of the second part now ap­ 
preciate what you have to 
offer. 
AQUARIUS (Jan. 21 to Feb. 
19): Mixed influences. Stay 
out of speculative ventures 
and be exceptionally careful 
in dealings with the opposite 
sex. 


PISCES (Feb. 20 to Mar. 
20): The Piscean tendency to 
seek the unusual and offbeat 
will be much in evidence now. 
You’ll find much satisfaction 
in areas others overlook. 
YOU BORN TODAY are an 
intense and lively individual 
— a real “firecracker” in 
both your personal and pro­ 
fessional 
life. Your attitude 
toward associates is ex­ 
tremely outgoing and you 
possess an unusual flair for 
the dramatic. With all this, 
you are within, a softly 
sensitive person, 
caring 
deeply for others and actually 
suffering 
over 
“ m an’s 
inhumanity to m an.” No 
m atter what career you 
adopt, you will, almost 
inevitably, make time to 
devote yourself to causes 
designed to improve the 
common lot. Career-wise, you 
would make an intense and 
dynamic actor, a brilliant 
attorney or jurist, a power­ 
fully persuasive writer, a 
highly sensitive musician — 
rn almost any field. Birthdate 
of: 
Franz 
Liszt, world- 
renowned composer; Sarah 
Bernhardt, French actress; 
Joan Fontaine, film star; 
Giovanni Martinelli, Ital. 
opera singer. 
Brothers Win 
Munich Contest 


MUNICH (API - Anthony 
and Joseph Paratore, Boston- 
born duo-piano team, won 
first prize in the piano 
division of 
the 
Munich 
International 
Competition. 
Anthony, 
29, 
and 
his 
brother, 25, will receive a 
cash award of approximately 
$4,000 and contracts with at 
least three major West 
G er m an 
b r o a d c a st in g 
companies. They will be 
invited to perform in Vienna 
next season. 
The Paratores studied at 
the Juilliard School with 
Mme. Rosina Lhevinne, who 
was the first to suggest that 
they play as a team. 
M ozart 
To Midwest 


MINNEAPOLIS (AP) - 
The 1974-75 season of four 
operas by the Minnesota 
Opera will open Dec. 13 with a 
party for singers and guests 
and will include a new 
Christmas opera as John 
Phillip Sousa might have seen 
it. 
“Gulliver,” a story of three 
of Gulliver’s voyages, each 
written by a different com­ 
poser, 
opens 
Feb. 
22. 
Mozart’s “The Magic Flute” 
in English will open April 4 
and Conrad Susa’s “Black 
River,” a view of 1890 in the 
Midwest, will close the season 
in May. 


MONDAY 


highway 
DOWN 
1 Weather­ 
man’s aid 
2 Maltreat 
3 All dolled 
up (3 wds.) 
4 Indian 
mulberry 
5 Hangman's 
rope 
6 Viva torero! 
7 Words of 
warning 
(3 wds.) 
8 Overeat 
9 More 
slender 
ll One of the 
Four Horsemen 


by THOMAS JOSEPH 


ACROSS 
40 Roman 
I Ukraine 
legislature 
5 Jethro’s 
partner 
IO Start of an 
incantation 
II “Clair 
(2 wds.) 
12 Affair of 
honor 
13 Crop up 
14 Dolt 
15 Flavorless 
repast 
16 Annular die 
17 Vacation 
spot 
19 California 
Indian 
20 King of 
Israel 
21 Compulsion 
22 Light­ 
headed 
24 Undergrounc 
conduit 
25 Noble 
Italian 
family 
26 Upper Nile 
tribesman 
27 “High 
28 Threatener’s 
phrase 
(2 v d s.) 
31 Wapiti 
32 Place 
33 Grassland 
34 Sultana, e.g. 
36 Torch — 
37 Finally 
(2 wds.) 
38 Ploy 
39 Sand novel 


4 7 R ’ 


ME'T E R 
A G A T E 
■ M 
R L 


L A R A 
A M O R 
C O U N 
E S T A T E 
■ 
■ 
a v 
O M I T H U N E A S E 


c V 
t y S L I C K E,R 
A D O R E S i K A T E 
E N I 
s e a B 
o r a c l e 
C A R R Y N A J J p m 
a r g u e B 
g o t o n 
i i i 
i M m i 
' 
• 0 2. 
Saturday’s Answer 


15 Beseech 
29 Taste 
18 Of yore 
or 
19 Glove 
touch, e.g 
material 
30 Athirst 
22 Prevalent 
32 Italian 
23 Quarantine 
city 
24 Iranian 
35 Capuchin 
Turk 
monkey 
26 Vernon or 
36 Indian 
McKinley 
title 


i 
2 
3 
4 
^ 6 
7 8 9 


IO 
I " 
it 


14 
I 


14 


17 
I t 
m r 
r n 
20 
i i 
i t 
t i 
11 * 
2r 
. 
i p 
2* 
VM 


17 
P p 
. 
. 
+ 


29 
50 


Si 
it! 


32 
JU 
33 


34 
SS 
" BPu 


37 
J 
” 
i f 


IOU 


DAILY CRYPTOQUOTE - Here’s how to work it: 
A X Y D L B A A X R 
is 
L O N G F E L L O W 


One letter simply stands for another. In this sample A is 
used for the three L's, X for the two O s etc Single letters 
apostrophes, the length and formation of the words are all 
hints Each day the code letters are different. 


CRYPTOQUOTES 


O B C 
C P T O B 
L V 
Y L X C R 
PV 
P 
J N Z Z N R 


H N T 
Z CR 
ON 
Q P A N T 
P R E 
Q L X C 
L R . — 


O B N Z P V 
F C H H C T V N R 


Saturday’s Cryptoquote — AS A RULE, THERE IS NO 
SURER WAY TO THE DISLIKE OF MEN THAN TO BEHAVE 
WELL WHERE THEY HAVE BEHAVED BADLY. — LEW 
WALLACE 
... 
______________ _ 
(© 1974 Kine Feature* Syndicate, Inc.) 


4:00 
<4» Bonanza 
• hi (Milligan s Island 
I 4) Bonanza 
< IO) Movie 
iti) Gilligan’s lsalnd 
<34) Sesam e Street 
I IO) Movie 
4:30 
(34) Sesame Street 
• ti) Mod Squad 
4:30 
5 (MI 
iti) Mod Squad 
i 4 > Merv Griffin 
5 MMI 
<34) Mister Rogers’ 
(41 Merv Griffin 
5:30 
<34) Mister Rogers 
Kit New s 
5:30 
<34) Electric Company 
<6) News 
Ii: (MI 
(34) Electric 
Company 
14) News 
ti IM) 
Kit ABC News 
14» News 
< Kl) News 
< ti 
ABC News 
< 34) Villa Alegre 
< IO) News 
(i: 3(1 
<34) Future Now 
(4) N BC New s 
ti: 30 
• (it Bewitched 
(4) 
NBG News 
< IO) CBS News 
<•) 
Hew itched 
<341 Zoom 
< IO) CBS News 
7 (MI 
<34) Zoom 
< 4 > Truth or 
7: (HI 
Consequences 
(4) Truth or 
<61 Bow ling tor 
Consequences 
Dollars 
(6> Bowling for Dollars 
< IO) News 
< HI* News 
<34) 
Future Now 
< 34) 
Future Now 
7:30 
7:30 
4 > Hollywood Squares 
(4 > Help Thy Neighbor 
)6I World oi Animals 
<6> Police Surgeon 
< IO) Price Is Right 
< IO) This Is Music 
<34) Campaign 
<34> Campaign 
HIM) 
KOU 
<41 Adam ]2 
<4) Family Theatre 
<61 Movie 
<6> Rookies 
< Kl) Mental Health 
<34 
Drink. Drank. 
(34) America 
Drunk 
Drunk 
9 (Hi 
<4i Movie 
<♦>> Packers 
vs 
Bears 
(UM Maude 
<34) Alcoholism 
9:30 
OO) Rhoda 
<34) Caught in Act 
HMM) 
< IO) Medical Center 
<34) Hook Beat 
10:30 
<34» Future Now 
I I OO 
<4> News 
OO) News 
11:30 
<4» Johnny Carson 
(IO) Movie 
12(H) 
16) News 
MONDAY MOVIES 
4:00 OO) “ Love Me Ten­ 
der" 
11:30 < IO) "W arlock’’ 
TUESDAY 
4:00 
Views On Television 


NEW YORK (AP) - The 
Public Broadcasting Service 
tonight is airing “ Drink, 
Drank, Drunk,” a one-hour 
look at the lush life. It’s must- 
see viewing for anyone 
concerned about the major 
disease called alcoholism. 
Produced by WQED in 
Pittsburgh and hosted by 
Carol Burnett, its main 
emphasis is on helping 
families and employers of production and promotion fi- 
problem drinkers spot the na need by a grant from the 
symptoms of alcoholics and 3M Company, is an hour well 
suggesting how to best cope spent, 
with alcoholics. 
You might ask why Carol 
But the heavy boozer might Burnett agreed to host the 
also do well to watch it, if only show. 
She 
answers the 
for a very funny, yet razor- question in unflinching terms 
sharp 
sketch 
about 
an in the opening segment: “My 
alcoholic 
and 
his 
non- parents died when they were 
drinking, nagging wife. It was 46 years old because they 
written by the husband-and- were drunks.” 
wife team of Joe Bologna and M e h t a R e c e i v e s 
Renee Taylor. 
They’re contestants in a 
game show, “ You Waste 
Your Life,” in which the 
ceaselessly cheery M.C. (Ron 
Carey) notes the game is 
played for high stakes: “You 
can lose your wife, your 
family, your house, your self­ 
respect and your drapes.” 
Co nt e st an t 
Bologna, 
blearyeyed and in a bathrobe, 
tells about himself this way: 
“ Well, 
when 
I 
started 
drinking, I was a Supreme 
Court Justice. Then I landed a 
fascinating job cleaning rugs, 
and now I’m semi-retired and 
living 
off my 
m other’s 
savings.” 
Points in the game are 
scored by the back-and-forth 
psychological tactics com­ 
mon in situations of this kind: 
Lies by the drunk, nagging by 
the wife, remorse, hate, 
forgiveness, rage and so on. 
At one point she threatens 
to leave if he touches the 
gargle again, adding, “I’m 
taking all the furniture and 


The oldest known fossil 
records of living organisms 
on earth are three billion 
years old. 


Tiger 
by Bud Blake 


H:30 
<4) Movie 
HO) Mash 
<34> Symphony 
9 (Mi 
< ID» 
Hawaii Five-O 
9 30 


134) Woman 
10 (Mi 
‘6 • Marcus Welby 
<!()) (.'BS Reports 
<34i Chicano 
10:30 
• 34) Future Now 
ll. (MI 
<4> News 
• ti) News 
»IO) News 
11 30 
<4) Johnny Carson 
<6»*Mission Impossible 
«IO) Movie 
TUESDAY MOVIES 
4 :<M) < IO) “ Love Nest'' 
8:(Mi <6> "Trapped Beneath 
the Sea ” 
8:30 <4) "The Law” 
11:31) (IO) “The Story On 
Page One’’ 


your Mantovani records and 
I’m turning the children 
against you....” 
It’s highly effective, as is a 
serious, albeit occasionally 
propagandizing 
minidrama 
in which Larry Blyden plays 
the 
frustrated, 
un­ 
comprehending husband of a 
drunk, she portrayed by Ellen 
Madison. 
Over-all, the program, its 


Flash Gordon 
by Dan Barry 


The Genius 


PROFESSOR, HOW OLO 
OO YOU FIGURE THIS 
ROCK SAMPLE TO BE ? 


-rr-r 
by Oldden 


Blondie 
by Chic Young 
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Nubbin 
by Boltinoff and Burnett 


Donald Duck 
by Walt Disney 


Bruckner Medal 
LINZ, Austria (AP) — The 
Bruckner 
Society 
has 
awarded its 1974 Bruckner 
Medal to Zubin Hehta, music 
director of the Los Angeles 
Philharmonic. 
The 
LA 
Philharmonic 
began its six-week European 
tour by performing Anton 
Bruckner’s “ Eighth Sym­ 
phony” on his 150th birthday 
Sept. 4 in Royal Albert Hall, 
London. 
The orchestra also has 
recently 
recorded 
that 
symphony, played it here in 
Brucknerhalle and will play it 
at Carnegie Hall during its 
first concert back in the 
United States. 
The medal is given “in 
recognition of contributions 
of presenting Bruckner’s 
music here and abroad.” 


J BAU f IVE BEEN \ 
JOGGING LIKE THIS J 
FOR 25 YEARS j 


' / / T H A T l 
( LONG 
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Beetle Bailey 
by Mort W alker 


HUBERT 
The Heart Of Juliet Jones 


dJuuE STARTS HER FIRST CAT AS 
A VOLUNTEER WORKER AT THE 
BOOTSTRAP CLUB.., 


NO MATTER 
WHAT HAPPENS, 
MRS. CANTRELL, 
YOU MUST NEVER 
LET THE 0 0 /S 
SEE THAT yOU'RE 
NERVOUS... OR 
AFRAID OF 
THEM... 


by Stan Drake 


THEVRE A ROUGH LOT 
[TOWN HERE IN THE JUNGLE. 
THEy'VE HAP TO FIGHT FOR 
EVERYTHING THEY'VE GOT... 


... ANO THEY 
THINK A THREAT 
A RAISEP FIST... 
EVEN A WEAPON, 
IS THE ONLY 
WAY TO GET 
RESULTS. I'M 
TRYING TO 
TEACH THEM 
OTHER METH0P5, 
BUT... I PON'T 
ALWAYS 
SUCCEED 


Mr. Abernathy 
“THIS MONDA/ MOONING PBP TALK 
le o v E P ^ D o o L e y r 


by Jones A Ridgeway 
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Extortionist Blasts 
11 Power Towers 


PORTLAND, Ore. (AP) - State, 
local and federal authorities have 
begun preparations to counter possible 
power blackouts in case an extortionist 
carries out his threat to dynamite 
more transmission line towers in the 
Portland area. 
Bonneville Power Administration 
officials, area police and the FBI 
reviewed emergency plans Sunday 
after the power administration refused 
to pay a $1 million ransom demanded 
in an extortion letter. 
Officials from area military in­ 
stallations and the Oregon National 
Guard were briefed on the situation. 
Portland General Electric Co. and 
Pacific Power and Ught, major city- 
based utilities, fired up reserve 
combustion-powered and steam plants 
to provide extra electricity if needed. 
City officials asked for approval to 
order overtime shifts for workers 
already converting a civil defense 
shelter into a communications center 
for emergency services. 
“What we probably face is an outage 
where the entire area might be totally 
Daylight Time 
Ends Sunday 


WASHINGTON (AP) - Ten straight 
months of Daylight Saving Time will 
end Sunday when the nation goes on 
standard time for the four winter 
months. 
The nation will set back its clocks 
one hour at 2 a m. Sunday, the result of 
congressional action that ended the 
nation’s experiment with year-round 
daylight time. 
Under the new legislation, the nation 
will stay on standard time until 2 a.m. 
Sunday, Feb. 23, 1975. 
The year-round daylight time ex­ 
periment was designed to save fuel 
during the country’s energy shortage. 
The Senate Commerce Committee 
reported the experiment resulted in 
about 100,000 barrels of oil per day 
being saved during the first four 
months of 1974. 
However, that committee said such 
savings “must be balanced against a 
majority of the public’s distaste for the 
observance of Daylight Saving Time” 
during the winter. 
The Department of Transportation 
agreed that some fuel was saved 
during the winter months but said 
longer daylight hours may have in­ 
creased gasoline consumption in 
March and April by up to one per cent. 
The change will not affect eastern 
Indiana, Hawaii, Puerto Rico, the 
Virgin Islands and American Samoa, 
all of which remained on standard 
time during the experiment. 


without power for a few hours up to a 
day or two,” said power administrator 
Don Hodel. 


Since Sept. 
26, 
ll transmission 
towers have been dynamited in the 
Portland area, eight of them within the 
past week. Three of the towers were 
toppled, with damage estimated at 
$250,000, and unexploded devices were 
found attached to several other towers. 


The Bonneville Power Admin­ 
istration supplies electricity to all city 
utilities. 


There are 750,000 residents in the 
Portland area. Hodel said if more 
transmission towers are damaged, 
em ergency 
m easures 
could 
be 
required that would result in blackouts 
that would last 16 hours a day until 
towers were repaired. 
A letter addressed to the 
ad­ 
ministration arrived at the Portland 
FBI office Friday. It demanded $1 
million and was signed “J. Hawker,” 
which authorities interpret as a vari­ 
ation of the term “Jayhawker” used to 
describe guerrillas and looters after 
the Civil War. 
The letter said in part: “The extent 
of dam ages resulting from the 
demolition of five of your power line 
towers Wednesday night is incidental. 
Our intent is to either collect $1 million 
or to make you people wish to hell we 
had.” 
Hodel said he believed the only 
motive of the extortionist is money. 
“There are no political overtones to 
the letter,” he said. 
The extortionist set no deadline for 
complying with the demand but told 
the power administration to show it 
was ready to pay by placing classified 
ads in three newspapers, two of them 
in California. 


P a re n t-T e a c h e r 


D a y P la n n e d B y 


L o g a n Bim SD 


Following the previsions of the Ohio 
Code, the 
Ixigan 
Elm 
Board of 
Education has provided time for a 
parent-teacher conference day Oc t. 28. 


The parents are asked to indicate on 
the letter sent home with each student 
the most convenient time for them to 
attend a conference. The teacher will 
then confirm the time for each con­ 
ference. 
All parents of students from Kin­ 
dergarten through the 12th grade are 
urged to respond to this request. This 
includes parents with children in the 
I Laurelville, Saltcreek, Washington. 
Pickaway, McDowell and Isogon Elm 
Highschool. 


STUDENT ASSISTANT—Miss Shelley May, a junior at 
Marietta College and a student assistant in the admissions 
office, discusses the new admissions booklet with the 
college s director of admissions, Jay Showalter. 
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CHRISTMAS 
TOY LAYAWAY 
( 


Let Sentry Hardware 
Hide the Toys 
for You until 
Christmas Eve 
WE HAVE A NO INTEREST POLICY 
SENTRY 
HARDWARE 
107 E. M ain St. 
474-3955 


Mon. Thru Sat. 8:30 A.M. to 5:30 P.M. 
Fri. 8:30 A.M. to 9:00 P.M. 


PUMPKIN BAKE-OFF WINNER—Bonnie 
Frazier. Route I, Stoutsville, center, was 
named the grand champion pumpkin pie 
baker Saturday at the Pumpkin Show', 
beating Mrs. Charles Hull, 540 Greenacre 
Court, and Brenda Hoover, 128 Park St. Mrs. 


Geneva Woodward, left, director of the bake­ 
off, and judges Mary Harp and Lt. Ronnie 
Zasadni are also pictured. Mrs. Dorothy 
Shadley is also a director of the contest, 
assisted by Mrs. GeorgieTignor 


Special Prosecutor^ O ffice 
Q u ie tly W inding Up A ffa irs 


WASHINGTON (AP) - With at­ 
tention focused on the Watergate 
cover-up trial, the special prosecutor’s 
office is quietly winding up its business 
and preparing to close its doors next 
spring. 
Additional charges probably will be 
brought, particularly for violations of 
campaign contribution laws, and there 
will be a final report, but the cover-up 
trial clearly represents the climax of 
the work of the unique office created to 
deal with the Watergate scandal. 
Special prosecutor I>eon Jaworski 
has submitted his resignation, ef­ 
fective Friday. In his letter to Atty. 
Gen. William B. Saxbe, Jaworski said 
he felt the major work of his office had 
been completed. 
In addition, sources within his office 
have indicated that most of the in­ 
vestigations under way are close to 
completion. 
There had been some discussion 
within the prosecutor’s office months 
ago about winding up everything but 
the campaign contribution law investi­ 
gations. 
The award of ambassadorships in 
return for large contributions, the 
possibility that Nixon fund raisers had 
used tactics that would be regarded as 
extortion, and still other corporate 
contributions were considered areas 
that might require another year of 
investigation. 
But for reasons still not clear, the 
probes are being wound up much more 
quickly. 
Since Archibald Cox built the staff in 
May 1973, the special prosecutors have 
brought charges against 44 individuals 
and 15 corporations. 
The individuals include former Atty. 
Gen. John N. Mitchell and former 
White House aides H.R. Haldeman and 
John D. Ehrlichman, men who wielded 
unequalled and unquestioned power 
during the first Nixon administration. 
All three are defendants in the cover- 
up case. 
Ehrlichm an already has been 
convicted of violating the civil rights of 
Daniel E llsberg’s psychiatrist, a 
charge stemming from his supervision 
of the so-called White House plumbers 
unit. 
Jaworski is leaving the prosecutor’s 
office with his reputation enhanced. 
Whether it remains unblemished will 
depend in part on the outcome of the 


cover-up trial and the final report his 
office is obligated to submit to the 
American people. 
Jaworski already has said he could 
not include all his office learned about 
Nixon’s Watergate role now that 
President Ford has barred bringing 
charges against the former President. 
But he left one possibility open: he 
invited Congress to expand his man­ 
date, to require that the final report 
include the full story of Watergate. 
Swiss N ix 
O u ste r O f 
Fo reig n ers 


BERhf, Switzerland (AP) — Swiss 
voters have decisively rejected a 
proposal to deport 540,000 foreigners in 
the next three years. 
Nearly 70 per cent of those voting in 
Sunday’s referendum rejected the 
constitutional amendment. The vote 
was 1,689,870 to 878,739. A similar pro­ 
posal four years ago came much closer 
to success, with a 46 per cent af­ 
firmative vote. 
The amendment was proposed by a 
right-wing group called the National 
Action Against Over-Foreignerization 
of People and Homeland. It would have 
set a limit of 500,000 foreigners living 
in Switzerland by Jan. I, 1978. 
This would have meant expulsion of 
540,000 non-Swiss, most of them farm ­ 
hands, unskilled industrial laborers, 
street cleaners, dishw ashers and 
waiters. About two-thirds of these are 
Spaniards and Italians attracted by 
better pay than they can get at home. 
Although 
Sw itzerland 
has 
no 
unemployment, and the m igrant 
laborers do the lowerpaying work the 
Swiss won’t do, there is a growing 
tendency to blame the foreigners for 
inflation, crim e, pollution, over­ 
crowding in the cities and other 
problems. Seventeen per cent of the 6.3 
million people in the country are 
foreigners, the highest proportion in 
the world. In addition to the migrant 
laborers, Geneva is the headquarters 
of 
num erous 
international 
organizations, and the country is a 
traditional 
haven 
for 
political 
refugees. 


BSKT 
$475 


Your Cu/ftqdrr M w... 
d mr? wAo a#tex! 


CULLIGAN WATER CONDITIONING 


200 S. Columbus St. - Lancaster, Ohio 


Phone 614-653-7485 


M ainly 
About People 


Mrs. Mary May Yates was admitted 
to Mt. Carmel Hospital West Sunday 
for surgery. She is in room 8641). 


Lewis Cook Sr., 505 Ridgewood Drive 
is 
a 
patient 
in 
Grant 
Hospital, 
Columbus, 
Room 714. Visiting 
is 
restricted. 


Thomas Allen Harper, 466 John St., 
has been dismissed from Mt. Carmel 
Hospital, Columbus. 


Police Check 
Theft Reports 


Circleville Police are investigating 
two theft reports received during the 
final day of Pumpkin Show. 


Charles Lawson, 604 S. Scioto St., 
said an Audio tape player valued at 
$125, two speakers and eight stereo 
tapes were taken from his car while it 
was parked in front of his house. 
The unit 
was ripped from its 
bracket. 


Two stainless steel mirrors valued at 
$35 were taken from a truck owned by 
Danzel Linscott, McConnelsville, while 
the vehicle was parked on W. Union St. 
near the railroad tracks Saturday 
night. 


•x •••••• 
A 
Arrests 
x 
“ 
POLICE 
David Gillis Jr., 20,212 S. Pickaway 
St., driving while intoxicated. 
I>ee Poling, 43, Logan, intoxication. 
Roger L. Hughs, 23, Jackson, in­ 
toxication, resisting arrest. 
Everett Beers, 21, Lancaster, failure 
to yield the right of way. 
Brenda Hettinger, 20, 319 Barnes 
Ave., warrant, assault. 
Portland W. Waugh, 22, 619 Elm 
Ave., warrant, assault. 
OSP 
Stanley Ewing, 44, Detroit, Mich., 
driving while intoxicated. 
Daniel O. Parks, 20, Cleveland, 
driving while intoxicated. 


SHERIFF 
Bernard Engle, Amanda, driving 
while intoxicated; 
driving left of 
center; driving with an expired 
operator’s license. 
Bernard Cornette, Cattletsburg, Ky., 
failure to maintain assured clear 
distance ahead. 
Hazel Gahm, Route I, Chillicothe, 
left of center. 
M ichael O’Donnell, Grove City, 
changing lanes without caution. 
Howard Kirk, Reynoldsburg, driving 
while intoxicated. 


Stephen Cook, Ashville, 
dism issed from Mercy 
Columbus. 


has been 
Hospital, 


The Geography and Map Division of 
the library of Congress contains more 
than 3,500,000 maps and charts and 
38,OOO atlases. 


This 'N That 


Second National Bank 1974 Christ­ 
mas Club will close on Monday, Oct. 
28, 1974. 
—ad. 


PRIME RIB OF BEEF 


Steele’s are pleased to an­ 
nounce 
that 
beginning 
Wed. nite Oct. 23, and every 
Wed. following, they will 
be 
featuring 
delicious 
PRIME RIB OF BEEF. 


B r in g th e f a m ily a n d fr ie n d s to e n ­ 


jo y th is d e lic io u s fo o d s e r v e d in a 


p le a s in g a t m o s p h e r e. 
STEELE’S 


(FORM ERLY TINKS) 


I M ILE NORTH OF CIRCLEVILLE 
ON OLD US 23 


BEST BUY 
IN TOWN! 
PINTO 


SEE OUR NICE SELECTION 


TO CHOOSE FROM 


HOUSEMAN FORD 


586 N. Court St. 
Circleville 
474-3138 
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trices and items m this circular good at 
Circleville Kroger Only 


Pr i ces, I t e m s a n d C o u p o n s in this Ci r cul ar 
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NOW DISCOUNTED!CHIPS#CANDY,NUTS# COOKIES, 
SNACKS, GUM, MINTS, BE VER AGES, BRE AD, ROLLS, BUNS, 
DONUTS, CAKES, ALL HEALTH & BEAUTY AIDS AND MORI 


With Backs & Giblets 
SPLIT 
FRYERS 


Lb. 


’•rotor, Lean, Thrifty 


STEAK 


Tender, Lean, Thrifty 
SIRLOIN 
STEAK 


—w 


lh. 


wm Aif 


U S. Mo. 1 
RED DELICIOUS 
APPLES 


Van Camp 
GRATED 
TUNA 


Country Oven 
POTATO 
CHIPS 


>trawherry Orange or Root Beer 
FAYGO 
DRINKS 


6V2-OZ. 
Cons 
Twin Pok 
Quit, 
48-ox. I 
Bottle 


TK 


Kroger 
m acaro n i & 
CHEESE DINNEI 
I 
7 V4-01. 
Pk«*. T m 


A M ‘ /-r- 
; t " • 
'■ ■> :$u 


mtBm 


Mi? NOW 
OPEN 


* 
HOURS 
* 


211 LANCASTER PH 
CIRCLEVILLE 


Except Midnight Saturday to 9 A M 
Sunday. 


/ NOW DISCOUNTED! 


1 0 V i-oi 
.. 
Pkg 


Country Oven 
Pecan Rings.... 


Big Value 
Fig Bors.......... 


Country Oven Choc or VaniHa 
Sandwich Cookies. V2»g' 


Kroger 
Cinnamon Loaf........ ... Loa! 


Kroger 
Variety Breads 
... Loaf 


Kroger Brow n 'N Serve 
Dinner Rolls.......... 


Pate (Pop Corn. C om Chips. Carm el Com) 
Variety Pak........Vt," 


4 rn 


2 / 5 | H 
2/*1 
2/$1 
•2/*1 
79* 


lW 


Low 
Pfico 
9.W W ! 


V ia - 


WAS 


Archw ay 
Applesauce Cookies 


Light or Dark 
Profile Bread.......... 


10 o i 
. Pkg 


Taco Flavored 
Doritos Chips........... 


rpsl-lOLH 


Kroger 
Saltines 


Gold Crest 
Marshmallow Creme 


M ix 'N Drink (M akes 20 Quarts) 
Instant Milk 


Hillcrest 
Maraschino Cherries 


Em bassy Plain or Buttered 
Pancake Syrup....... 


Was 


V B 


\ l 


Spotlight 
Bean Coffee........ 


LaChoy or Chun K ing— Bi Pak 
Chow Mein Dinner 
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Em press 
Water Chestnuts. 


M -K Brand 
Canned Tomatoes. 
16 oz. 
Can 
4 / $1 
3/89* 


6 V 2 - O Z . 


CANNED FRUIT SALI! 


Applesauce 
..............3 is *1 
ii0”1*1* 
^ 
O O I 
Pears..........................Z cUt O O 


Kroger Yellow Cling Halvas or 
I M 
Sliced Peaches.................................2 Cans 
a 
J a 


Regular or Diet 
/ 
Shasta Drinks......... 


Heinz Ketchup........’ST 


Grape 
Smucker's Jelly...... *?.” 


IO A I 39 
3/$l 


U n sw e e te n e d 
^ 


Kroger Frozen 1 0 0 % Pure 


8 01 
Tube 


M r s Filbert s Golden 
Margarine.. 


Kroger Full M o o n Longhorn 


I lb 
B ow l 


Colby Cheese 


Refrigerated H ungry Jack Butterm ilk 
Pillsbury Biscuits 
10 ct 
Tube 


Avondale 
Peas......... 


Kroger 
Spinach..... 


Avondale 
Green Beans 


Kroggr Frozen Regular or 
Crinkle Cut 


Birde Eye Frozen 
Hawaiian, Bavarian or 
italian 
'Vegetables 


Refrigerated 
Kraft Cheez Whiz 


Kroger 
Cottage Cheese... 


A ll Flavors 
Yubi Yogurt....... 


Birdseye Frozen 
Leaf Spinach 


liv -A Snaps 
Dog Treats.... 


W ith B a cks and Giblets 


FRYERS 


'Johnny Appleseed's 
FALL HARVEST 


Tender, Lean, Thrifty 
Tender, Lean, Thrifty 
Tender, Lean, Thrifty 
I R O U N D 
!%>STEAK 
SIRLOIN 
STEAK -t J 
T-BONE 
STEAK 


The most versatile of all steaks . .. 
makes marvelous Sw iss or Spanish steaks. 
Delicious grilled indoors or outdoors 
About 2 servings per pound 
Tender, juicy and delicious 
The king of the grill 


HALLOWEEN SPECIALS! 


Tender. Lean, Thrifty 


Regular or Beef 


Tender. Lean. Thrifty 3 Lbs or M ore 


Tender. Lean. Thrifty 
TOP ROUND 
STEAK........ 


O n e c o u p o n p a r c u s t o m e r V a lid O c t 21 th r u 


O c t 2 7 . 1 9 7 4 S i4 > |ect to a p p lic a b le t a i 


Brown & Serve 
Premium Franks 


W ith coupon and purchase of 
One Ctn. at Regular Price 
O n a c o u p o n p a r c u s t o m e r V a lid O c t 2 1 th ru 


O c t 2 7 . 1 9 7 4 S u b je c t to a p p lic a b le ta x 
Swift Beef Franks 
California 
Regular Sugardale 


O- Lanterns 
erlectPUMPKINS 


A T A LL 
KROGER STO WS. 


U S. #1— W ashington 
FLAME TOKAY 
i 
GRAPES a 
FANCY 
PEARS 


+ ■ -I 
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NOW 
YOU 
HAVE 
A CHOICE! 


Now at Kroger— a new brand of beef to 
broaden your shopping selection— Ten­ 
der. Lean, Thrifty Beef. This beef is well- 
named. coming from young, lean cattle 
resulting in mild, satisfying flavor and 
texture. 
Yet. 
w e 
guarantee 
the 
out­ 
standing tenderness of this leaner beef. 
Tender. Lean. Thrifty Beef is carefully se­ 
lected by Kroger's own meat experts, only 
from 100% U S D A inspected beef 


-rat * 


OR CHOOSE 
U.S.D.A. 
CHOICE 
PEOPLE'S 
CHOICE 


Tender, Lean, Thrifty 
Tender, Thrifty Roast 


s s 


Tender, Lean, Thrifty 
Porterhouse 
M 
steak T 
s fcO* — 


SAVI 
UP to 
3 0 
Lb 
Per 
STEAK -MS 
SEMI-BNLS. 
- CHUCK 


$l°° OFF 
W ith coupon and purchase of 
4 Lbs or Larger English. Shoulder Swiss or 
H 
BOSTON ROLL 
I 
BHP ROAST 


Delicious flavorful and 
tasty ... Excellent grilled 


Tender 10 tim es out of IO 
Delicious broiled indoors or out 
About 2 servings per pound 
Excellent for pot roast. 


I V 
A 


u n # c o u p o n per c u s to m e r V a lid O c t 21 th ru 


O c t 2 7 
1 9 7 4 S u b je c t to a p p lic a b le ta x 


W henever you want uniformly superb flavor 
and juicy rich tenderness in beef, insist on 
People's Choice U S Govt. Graded Choice Beef 
— a Kroger exclusive Not only does People's 
Choice Beef m eet rigid U S 
Departm ent of 
Agriculture standards for U S D A. CHOICE 
quality ... it also meets Kroger's own quality 
criteria for beef excellence. All People's Choice 
Beef is triple trim m ed of excess fat. bone and 
waste for outstanding value 


U.S. Govt. Graded Choice 
BOSTON ROLL' 
BEEF ROAST 


U.S. Govt. Graded Choice Shoulder 


Tender. Lean. Thrifty Bone In 
SHOULDER 
SWISS STEAK 


Tender, Lean. Thrifty 
RIB EYE 
STEAK 


Tender, Lean. Thrifty 
BOTTOM ROUND 
< 1 5 9 
STEAK 


I 
H 
I 
t i i i ‘ 
■ 
s 
i 
1 Villi## 
STEAK 
£ 
5 
* 
WA 
r n 
v a l u a b l e c o u p o n ll 
B 
- 
I W rn ai MM HW 
............ 


U.S. Govt. Graded Choice 
ROUND 
STCAX 


Oscar M ayer M e a t or 
W W W W # 
Beef Bologna 
9 9 * 


Fresh Fryer D rum sticks or 
Q 
Fryer Breasts 
u> o ” 


Fresh 
^ . W W # 
Roasting Chickens ... Lb 0 9 


r n V 
l i A , 


Fres Shore Frozen 
^ A 
Sole Fillets 
WS:*!" 


Fres Shore Frozen 
Fish Sticks 
V\r 9 9 * 


Shrimp 'N Baiter 
KS.117’ 


RMH CMK* 


4 
, 
Dewitt never 
knovringW 


b u t 
.Iv oU t-of-S tO C K 
a p Q. 
temp0' 3 v . 
please acc.*|\ 
a com- 
tised spe^j 0Her to subst. ute ^ ^ 
,Qr 


lo g ie * 3 ” 
0, equal * ? • * * * 
entitles 
parab le it f ^ a .n c h e c k 
at the 
Kroger s 
advertised sp 


V ° u « 
M I — 
s a le p n 0^ 
— 


U.S. Govt. Graded Choice Boneless 
TOP ROUND 
STEAK 


U.S. Govt. Graded Choice 
SIRLOIN 
STEAK 


U.S. Govt. Graded Choice 
T-BONE 
STEAK 


EVERY CUT GUARANTEED TO BE TENDER AND 
DELICIOUS OR YOUR MONEY GLADLY REFUNDED 


M i 
- A t * i 
T ’ 


SWISS MISS 4 
COCOA MIX 4 


Cookie V 
Sheet 2. 


With coupon and purchase of 
Four Pkgs. French's 


O n e cou p on per cu sto m e r Valid O ct 21 thru 
O ct 2 7 1 9 7 4 S u b (act to applicable tai 


With coupon and purchase of 
Three 5-oz. Bath Size Bars 


O n a cou p on par c u s tOmar V alid O ct 21 thru 
O ct 2 7 1 9 7 4 S i4>iact to applicable tan 


With coupon and purchase of 
One 30-ct. Box 


O n e cou p on per cu sto m e r V alid O ct 21 thru 
P c t 2 7 1 9 7 4 St4>ject to applicable tai 


With coupon and purchase of 
One 2-Lb. Box Pillsbury Buttermilk 


O n e cou p on par custo m er V alid O ct 21 thru 
P c t 2 7 1 9 7 4 Su b te c t to applicable tar 


SAVE 7< 
With coupon and purchase of 
One 15 Vi -oz. Pkg. Pillsbury 


W e do all in our power to have all our Advertised 
Specials on our shelves when you shop for them. 
Sometimes, due to conditions beyond our control, we 
run out of an advertised special, lf this should happen to 
you. ask the store office for a R A IN C H E C K which 
entitles you to the same advertised special at the same 
special price any time within 2 weeks. 


O na cou p on par c u d Omar V alid O ct 21 thru 
O ct 2 7 1 9 7 4 S u b l e t to applicabla ta i 
Brack Cram# Bim a 
Breck 
Miss Breck 
Hairspray 


With coupon and purchase of 
One 22-oz. Bottle 
Johnson's All W ides 
30 ct or Large Plastic Strips 


O n a cou p on par custo m ar V a h d O c t 21 thru 
O ct 2 7 1 9 7 4 S u b l e t to applicabla tai 
Johnson s Body Powder 


With coupon and purchase of 
One 4-oz. Bottle Kroger Pure 
VANILLA 
EXTRACT 


urn*!** 


O n a c ou p on par custo m ar V alid O ct 21 thru 
c l 2 7 _ l 9 7 4 S t r e e t to applicable tax 


Liquid Lemon or Pink 


With coupon and purchase of 
$3.00 or more Gold Crest 


O n a cou p on par cu sto m e r V a h d O c t 21 thru 
P c t 27. 1 9 7 4 Su b je ct to applicabla tax 


- f 


